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We Believe the Following Firms to be Thoroughly Reliable and Responsible. None Others will be Knowingly Advertised by Us.— The Northwestern Miller. 








R. HUNTER CRAIG & CO, £2. 


FLOUR IMPORTERS 
UNITED KINGDOM CONNECTIONS FOR THE SALE OF FLOUR 


BUSINESS ADDRESSES 


GLASGOW-— 12 Waterloo St. 
EDDC 19 Brunswick St. 


NDON, E. C.—20 Corn Ex. Chambers. BRISTOL 38 Queen Sar. 


ay ow te og LEITH— 
orn Market, Edinburgh. DU 


BELFAST—43 Waring St. 
BLIN—Commercial Bldgs. 
CORK—74 South Mall. 


ARTHUR V. JAMES 


ISAAC McILROY 


ARTHUR JAMES & CO. 


IMPORTERS AND AGENTS 


FLOUR, GRAIN 


AND ALL KINDS OF 


FEEDSTUFFS 


15 QUEEN SQUARE, BRISTOL 





ROBERT CARSON JAMES STRANG 


ROBERT CARSON & CO. 
FLOUR IMPORTERS 
GLASGOW 


50 WELLINGTON St. 


CORRESPONDENCE SOLICITED 


HOWAT & OMAND 


FLOUR AND 
PRODUCE IMPORTERS 
GLASGOW 


41 ANN STREET 


C. I. F. business preferred. 
Telegraph address: “OMANDS, GLASGOW.” 





F. & R. CASSELS 


FLOUR 
IMPORTERS 


GLASGOW 


55 WaTERLOO ST. 


T. KIRKPATRICK JAMES BEGG 


JOHN JACKSON & CO. 
GRAIN AND FLOUR 


BELFAST 
DUBLIN 


GLASGOW 
LEITH 





JOHN L. CASSELS & CO. 


GRAIN AND FLOUR 
IMPORTERS 


GLASGOW 


25 WELLINGTON St. 


CORRESPONDENCE SOLICITED 


M. KOSMACK & CO. 
GLASGOW 
FLOUR AND FEED 
BERLIN, GERMANY 
WHEAT, RYE, CORN, FLOUR AND FEED 


Branches at a at Liverpool, Deltas, Dublin 
urg 





JAMES COCHRANE James McD. BLack 


COCHRANE & BLACK 
FLOUR IMPORTERS 
GLASGOW 


41ND FOR LEITH, DUNDEE, ABERDEEN 


DAVID S. KER PETER MACKICHAN 


D. & W. KER 


FLOUR 
IMPORTERS 


GLASGOW 


26 BoTHWELL St. 





JAMES BISHOP ESTABLISHED 1664 


PETER DOWIE & CO. 
FLOUR 
IMPORTERS 


GLASGOW AnD LEITH 


DAVID MC CONNELL WM. CLARKE REID 


McCONNELL & REID 


FLOUR 
IMPORTERS 


GLASGOW 


19 WATERLOO ST. 








DUNLOP BROTHERS 


WHEAT AND FLOUR 
IMPORTERS 
GLASGOW 


No. 11 BoTHWELL Sr. 


Cable Address: ‘““MERITO.”’ 
Riverside and Dunwoody Codes. 


JOHN McNAIRN & CO, 
FLOUR IMPORTERS 


GLASGOW 


Cable Address: “MACNAIRN.” 


104 Brunswick St. 





4. A. DUNLOP JOHN CAMPBCLL 


J. A. DUNLOP & CO. 
FLOUR 
IMPORTERS 
25 WELLINGTON ST. GLASGOW 


ROBERT NEILL 


FLOUR 
IMPORTER 
GLASGOW 


57 Hope St. 


ALSO AT LEITH AND BELFAST 





AGENTS TO LLOYOS HAYTIAN CONSULATE 


THOMAS DUNLOP & SONS 


FLOUR IMPORTERS 
SHIP OWNERS AND BROKERS 


GLASGOW 


70 WELLINGTON St. 


ESTABLISHED 1667 


JAMES OSBORNE & CO. 


GRAIN AND 
FLOUR IMPORTERS 


GLASGOW 


Correspondence solicited 


60 VIRGINIA St. 


THOMAS POLE Cc. J. ABBATT 
CHAMBERLAIN, POLE & CO. 
FLOUR AND CEREALS 


BRISTOL 


77T019 
FREDERICK ST. 


HORNE & HEPBURN 


IMPORTERS OF 
FLOUR AND FEEDSTUFFS 


ABERDEEN, N.B. 


Cable Address: “TI ters, Aberdeen.” 
0. 1. F. business ca : 








F. W. SINNOCK & CO. 


WILSON & BURNIE 


FLOUR, GRAIN 
AND COMMISSION AGENTS 








FLOUR LEITH 
Also at Glasgow and Aberdeen. 
BRISTOL ye mm my made on nage 
Bankers: Union Bank of Scotland, Leith. 
COLLIER & SON 
a ROBERT ADAMS & CO. 


EXPORTERS AND MILLERS’ AGENTS 
(Head Office) Excise Ave., Queen Square, 
BRISTOL 
ALSO AT NEW YORK 


Codes used: Riverside yy == ali BO— 
Baltimore Ex: 
Cable Address: COLLAR, y Baseror. 





IMPORTERS OF 
GRAIN AND FLOUR 


SoutTsH Sera House 
[HREADNEEDLE Sr. 
aND OLD Corn EXCHANGE 


LONDON, E. C, 





A. F. LANGDON 


35 CRUTCHED FRIARS 


LONDON, E. C. 


Foreign manager for a syndicate of first-class American Spring and Winter 
Wheat Mills, in all European markets. 


Correspondence with buyers invited. 





BEGBIES, ROSS & GIBSON 


FLOUR FACTORS AND 
GRAIN COMMISSION AGENTS 


2EastiInpuAve. LONDON, E. C. 
Stand: 23 Old Corn Exchange. 


SYONEY T. SLEIN 


SONS 


WALTER G. KLEIN 


WM. KLEIN & 


FLOUR 
IMPORTERS 


LONDON, ENG, 





BLOTT, LANG & CO., trp. 


IMPORTERS OF 
MILLERS’ OrraLs, CORN PRODUVOTS, 
ETO. 


9 CaTHERINE Court LONDON, E. C. 


J. W. KIRSCHSTEIN 
LONDON, E, C. 


AGENT FOR THE SALE OF 
FEEDING-STUFFS 


All kinds of Meal and Cake, Hominy Feed, 
ran, ee Des 5 Flour, ete. 
Cable Address: “‘Kirschstein, London 
Correspondence solicited. Riverside "ode, 1890. 


2 FENCHURCH AVE. 





JOHN J. CARTER 
WHEAT 
AND FLOUR FACTOR 
OFFICES: 
41 SEETHING LANE LONDON 
No. 18 Stand, Old Corn Exchange 
Correspondence solicited with a view to O. I. F. 


Consignments taken if desired. 
Riverside Code. Cable Address :“KUBANKA.” 


ARTHUR MARGETSON & CO. 
(Late Alexander Bell & Co.) 


WHEAT AND 
FLOUR IMPORTERS 


37 aNd 38 
SEETHING LayxE LONDON, E, C. 


Cable: “Abel,” London. 





GREEN & GOWLETT 


IMPORTERS 
FLOUR AND FEEDING-STUFFS 
Stand 2, Old Corn Exchange. 


Office, 7 Catherine Court, LONDON, E. C. 
Telegraph Address: “PLUumMPpy, LONDON.” 


W. M. MEESON 
AMERICAN FLOUR IMPORTER 
Stand 55, Old Corn Exchange. 

50 Marx Lanz LONDON E.C, 
And at Battlesbridge, Essex. 





FARQUHAR BROTHERS 


FLOUR 
MERCHANTS 
GLASGOW 


45 Hope Sr. 


C. I. F. business much preferred. 


S. & A. RUNCIE 


IMPORTERS 
AMERICAN FLOUR 


27 Hope St. GLASGOW 


GRIMSDALE & SONS 


IMPORTERS OF FLOUR 
AND ALL DESCRIPTIONS OF FEED 


'o London and Southampton. 
Stand No. a Old Corn Exchange 
Offices: No. 3 Catherine Coan, Scothing Lane. 


Consignments accep 
Riverside Code. LONDON, E. 
and Uxbridge, Midd, 


T. S. MEDILL 


FLOUR IMPORTER AND 
MILLERS' AGENT 


OFFICES: DUNSTER HOUSE 
MARK LANE 


Stand, Old Corn Exchange. 
‘Lesegraphic Address: “ Medill, London.” 


LONDON 





ARCHD. HAMILTON & SONS 


GRAIN, FLOUR 
AND OATMEAL IMPORTERS 


GLASGOW 


“Roslin, Glesgow.” 


25 ROBERTSON ST. 


aelegraphic Address: 





TELFER & HUEY 


IMPORTERS OF 
FLOUR 


421,123,125 
CANDLERIGGS 


GLASGOW 





HARRIS BROS. & CO. 
FLOUR FACTORS AND 
COMMISSION AGENTS 


Always ready to make full advances against 
consignments. 


OFFICES, 194 BISHOPSGATE ST.,WITHOUT 
LONDON, E. C. 


Telegraphic Address: Harris, LONDON. 





MORRIS & CO. 
FLOUR AND GRAIN IMPORTERS 
Nave Stand No. 10, Old Corn Exchange. 

79 Mark Lane 
AND AT BRISTOL LONDON, E. C. 
C. I. F. business preferred. 
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BULSIN + & HESLENFELD 


OoTOBER 381, 1900. 





PILLMAN & PHILLIPS ROBERT T. CURPHEY 








ap Minteee eanrs IMPORTER Inde Gaaene a avaceares 
On nn | eres AMSTERDAM ROTTERDAM 
TASKER & CO. KRUGER, DARSIE & CO. D. V. D. ZEE, JR. R. GRIPPELING J. PUNCKE 
10 Mame howe .:: 3OGDOR.E.C. et VAN DER ZEE & GRIPPELING 
a i a ‘i, con achana eect ee 
~ Correspondence respectfully invited. AMSTERDAM ROTTERDAM 


Aome Milling Co., Indianapolis, Ind. 





P. C. VIS & CO. 


IMPORTERS AND AGENTS OF 
ALL GRADES OF FLOUR 


LINSEED CAKE, GRAIN AND PROVISIONS AMSTERDAM 


REFERENCES: { Hose &Co.,Amsterdam. American Linseed Co., Chicago. 
Amsterdamsch e Bank, Amsterdam. Northwestern Miller, Minneapolis. 


F, VANDERTAELEN & CO. C..& J. MURPHY 


IMPORTERS OF 
FLOUR AND FEEDING STUFFS 
LONDON, E. C. 
“Froment, London.” 


IMPORTERS OF 
FLOUR AND FEEDSTUFFS 


59 Marx Layne 
Oable Address: 


LIVERPOOL 


Corn EXCHANGE 








TAPSCOTT, KITCHEN «& NEVILLE : GERHARD POLAK 
AMSTERDAM 


IMPORTER OF SPRING AND WINTER WHEAT FLOUR 
CORN AND CEREAL PRODUCTS 


WALKERS, WINSER & HAMM 


CORN AND FLOUR 
FACTORS 


IMPORTERS OF 
MILLERS’ OFFAL, FLOUR AND ALL 
FEEDSTUFFS 
LIVERPOOL 


Codes: Riverside, A B O and Al. 


OFFICES: 
No.1 Muscovey Courr LONDON 


60 Old Corn Exchange. 
Stands: {S28 Corn Teohanes. 





SHAW, POLLOCK «& CO,, LTD. LISSONE & RADEMAKER 
IMPORTERS OF FLOUR AND FEEDING STUFFS 


AMSTERDAM 


WwW. P. WOOD & CO. 


GRAIN AND FLOUR IMPORTERS 


HEAD OFFICE 
41 SEETHING LayNE LONDON 
Hard Spring Wheat Flours only. 
terms or on consi 


0. I. F. te ment. 
Hominy Chop to London, Hull and Southampton. 


FLOUR 
IMPORTERS 


BELFAST 


I. F. business solic 


c. ited. 
Riverside Code used. Cable Address: “Jos AMSTERDAM.” 





J.G. VAN NIEL 
FLOUR, GRAIN AND COMMISSION 
AGENT 


M. WITSENBURG, JR. 
IMPORTER 
AMSTERDAM AND HELDER 


P. H. ZUPPINGER R. & H. HALL, LTD. 


FLOUR 
ee AMSTERDAM 
Correspondence solicited. 

Riverside Code. 
Reference: Amsterdamsche Bank, Amsterdam. 


FLOUR 
IMPORTER 


LONDON, E. © 
WESTPORT, IRELAND HOLLAND 


59 Marx LayE 














NICOLA KOECHLIN & CO. 


HASLAM & MAKOVSKI W. & G. T. POLLEXFEN & CO. Cc. MOERBEEK 
AMERICAN FLOUR MERCHANT MILLERS 
IMPORTERS DIRECT IMPORTERS OF FLOUR AND FLOUR IMPORTERS 
CORN EXCHANGE CHAME ETN DON E.C MAIZE CARGOES IMPORTER THE HAGUE, HOLLAND 
SEETHING LANE , H.C, 
ALSO FLOUR, BRAN AND OATMEAL AMSTERDAM Established @ baking samples, itiverade Gade, 
Boardman, roy, 


Stand 42, Old Corn Exchange. 
2 InpDIa BUILDINGS, BRUNSWICK ST. 


LIVERPOOL 


SLIGO, IRELAND 


C. I. F. business solicited. Riverside Code. 





References: Amsterdamsche "Bank, Amsterdam. 
North um Milier, Mi 








ROBERT J. BRISCOE 
& CO. 
FLOUR IMPORTERS 


LIVERPOO L 





17 BRUNSWICK ST. 


BYRNE, MAHONY & CO. 


FLOUR 
IMPORTERS 
4 Cope St. 29 Rosemary Sr. 
DUBLIN BELFAST 


ALSO aT 86 SouTH Mau 
CORK 





W. H. WICHERLINA 


ESTABLISHED 1853 


J. C. GROOTJAN 


KFLOUR IMPORTER 
- AMSTERDAM 


FRIED. Wilh. GOT1 


References le Carl Wilh. Groos, 106 


FIRST COME— FIRST SERVED 


WRITE BY 


RETURN MAIL TO 


A. JACOBS, RorTrerDAM 


IMPORTER OF WHEAT FLOUR, BUCKWHEAT FLOUR, GRITS, 


RED-DOG, LOW-GRADE, 


RYE FLOUR, CEREALS, GRAIN, LINSEED MEAL AND CAKE, STARCH, ETC. 


qn Kol & Co., Bankers, Amsterdam. 
ssel & Effectenbank, Rotterdam. 


Northwestern Miller, Minneapolis. 


106 Fenchurch St., London. 
Knauth, Nachod & Kuehne, New York City. 


HARD WHEAT FLOUR A SPECIALTY. 


C. I. F. business and consignments solicited. 
Send standard sam, »les and quotations. 
Cable address: “Flourimport, Rotterdam.” 
Riverside Code, 1890. 





H. F. OSIECK 
FLOUR AND GRAIN IMPORTER 


Does aC. I. F. and consignment business. 
Makes offers and advances on samples. 
References: 


Established 1854. 
Pillsbury-Washburn Flour Mills Co., Minneapolis, Minn 
Lippmann, Rosenthal & Co., Bankers, and Amsterdamsche Bank, Amsterdam. 


AMSTERDAM 


PIET PENN 
GRAIN AND FLOUR IMPORTER 
ROTTERDAM 





JOH. G A. KOOPMANS JOHAN KOOPMANS & CO. 


A DUBOURCG 


AMERICAN IMPORT AND COMMISSION BUSINESS 
Flour Importers and Millers’ Agents. AM STERDAM 


Dealers in Human and Animal Feedstuffs. Established 1877. 
Desire to correspond with Spring and Winter Wheat Mills, Manufacturers of Breakfast 
Cereals and similar articles, Producers of Stock, Horse and Hog Feeds, Starch Manu- 
facturers. Introduction of novelties a specialty. A BC and Riverside Codes used. 
Referenc*-- Jes. Agostini, 62 Broad St., New York City; The Northwestern Miller. 


ENGELS & CO. 
ROTTERDAM 


COMMISSION AGENTS IN GRAIN 
AND FEEDING STUFFS 


References: R. Mees & Zoonen, Rotterdam. 
Hudig & Biokhaysen, Rotterdam. 
Cable address: Engels, Rotterdam. 


ESTABLISHED 1674 


ALTONA BROTHERS 
FLOUR AND GRAINS 


COMMISSION MERCHANTS, 
SWORN BROKERS AND MILLERS’ AGENTS 


ROTTERDAM 


d solicited. 





i } 


ples and corr 
dveierences furnished. 





J. TAS Ez 


IMPORTER OF WHEAT FLOUR, BUCKWHEAT FLOUR, Grits, RED-Doe, Low-GRADE 
FiLour, CEREALS, GRAINS, LINSEED MEAL AND CAKE, Etc. 


AMSTERDAM-ROTTERDAM, HOLLAND. 


Established since 1868. Riverside Code used. Consignments jena ©. I. F. corresp 
Twentsche Bankvereeniging Bankers, Amster 

References :; B. W. Blydenstein, Bankers, London ; Raocth ‘Nachod & Kuehne, New York ; 
1Op penheimer Bros. & Feith, New York; he Northwestern Miller. 


Aa licited 








LEDEBOER & VAN DER HELD 
FLOUR IMPORTERS 


ROTTERDAM 


8 les and correspond solicited. 
C. 1. F. business preferred. 








A. FAVIER 


AGENT IN 
GRAIN, CAKES AND FEED 


LILLE, FRANCE 


Cable address: “FAVIERUS,’ 
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HENRY P. NEWMAN “WHR TIMBER | sosnen 3. assxo 
GRAIN, SEEDS AND FEEDING STUFFS MILL, PEA, MILLET AND RICE GENERAL IMPORTING AGENT 
AGENT AND BROKER POLISHING MILL. FLOUR A SPECIALTY 
BUDAPEST -IN- 
HAMBURG BERLIN ANTWERP Suaenes: 0v%, O~-Piek Beeeeaene | on eee 


Neue Friedrich Strasse, 45. 14 Place de Meir 
Cable Address: “Durgem, Hamburg,”—‘“Hellespont, Berlin,”—“Grainmen, Antwerp.” 


Wishes to t ills for Salon . 
se ee a eee ESTE grade our | tamtmonle, Shige santa tue eter t oo 
and feeding-stuffs. Write for offers. . = - 





GEBR. ARNOLD 


FLOUR AND GRAIN IMPORTERS 
MILLERS’ AGENTS 


CARL AUG. HERRMANN 


° GENT IN 
FLOUR, GRAIN, SEEDS AND 
DRiED FRUITS 


HAMBURG 
Gable Adis “Aracblase Hamburg.” array naa 
orr invited,-with a view Cable Address: “Herrmannca.” 





an 
to O. I. F. business. 


P. J. VALKEAPAA 
Cables: “TRADER” 
HELSINGFORS, FINLAND 


Wants c. i. f. offers with mail samples of wheat 
fone, qeaneiee patents, stra ights, clears and 
low-grades, coarse milled rye flour, grains, rye 
and Indian corn, mn es feeding- 
stuffs. rrespondence with solvent, leading 
firms solicited. 


L. PAULSEN & CO. 


IMPORTERS OF 
+ BRAN, COTTON CAKES AND GRAIN 


COPENHAGEN (pEyMARK) 


Wish connections with first-class firms. 
First-class references. 





JARCK & MEYER 
GRAIN AND FEEDING STUFFS 
HAMBURG, GERMANY 
Open for domestic accounts of mill and feeding 
's for expo 
Codes: Baltimore Cable, Cable address: 
Lieber’s Stand: 


H. A. INSELMANN 


ALTONA 
NEAR HAMBURG 


Yorrespondence (German preferred) solicited with 


Cc 
ard Code. “Kornjarck.” first-class mills of winter and spring wheat. 


Riverside Code. 





JOH. FRIMODT 


C. A. Burks & Co., 
GRAIN AND MILLFEED, 


Export and Domestic. 


A H 
Cable ‘Burkseo,” Detroit. Detroit, Mich. 


FLOUR IMPORTER AND AGENT FOR 
GRAIN AND PROVISIONS 


COPENHAGEN, DENMARK 
Cable Address: “Frimodt.” 





Baltica, Berlin.” 


Riverside, 1890. 
Baltica, Hamburg 


A BOC, 4th edition. 


GUSTAV KRUGER 


Reichsbank, Berlin. BERLIN 
lbeutsche Bank, Berlin. SCHMIDSTRASSE 18 
Deutsche Bank, Hamburg. accent FOR WA*HBURN-CROSBY CO. 

Open for connections in Winter Wheat Flour, Cereals, Feeding Stuffs, Buckwheat, Rye 
Flour, Malt Sprouts, Dried Fruits and Specialties. 


Codes in use: { Cable Address: { 


HAMBURG 


( 
eneeed ALSTERWEG 19 





H. RUBENSOHN 
KASSEL BERLIN 
BRAN MERCHANT 
Codes: A BC, fourth edition; Riverside, 1890. 


Cables: Rubensohn, Kassel—H. Rubensohn, Berlin. 


HINTS ON EXPORTING 


Invaluable to the beginner in the ex- 
port trade and very useful to the ex- 
perienced. Any mill owner who isa 
subscriber to the Northwestern Mill- 
er can secure acopy by simply ask- 
ing for it. : 
THE NORTHWESTERN MILLER, 
MINNEAPOLIS, MINN. 


LOHSE & CO. 


IMPORTERS OF BRAN AND COTTON: 
CAKES 


COPENHAGEN, DENMARK 
Open to represent first-class houses in GRAIN. 








NEW YORK 
P. O, Box 251 
168 WaTER St, 


HABANA 
APARTADO 297 
OBRAPIA 23 


COMMISSION MERCHANTS 


IMPORT AND EXPORT 


R. TELLEZ & CO, Nc. 


TELEGRAMS, “TELLEZ” 





ADOLF GOLDSCHMIDT 
LEIPSIG, GERMANY 


BRAN MERCHANT 


CABLE ADDREss: “KLEIEGOLD” 


ABC, 

Riverside, 1890. 
Staudt & Hundius. 
Private Code. 


COoDEs: 





CHR. MEYBOHM 
MILLERS’ AGENT 
BREMEN, GERMANY 
Wishes connection as agent with first-class 
exporter o 
GRAIN 


for C. I. F. business to Germany. 
First-class references. 


D. BARTH 


AGENT 


J. 
MILLERS’ 
BREMEN, GERMANY 

Open to represent first-class houses in Grain, 


Teedstuffs, Corton Seed Products, Dried Brewers 
Grains and Malt Sproute 





WOLFGANG KAHN 


MANNHEIM, GERMANY 
Wants connections as agent with first-class 


C. DOERGE 


COTTON SEED PRODUCTS AND 


: exporters of 
FEEDING STUFFS GRAIN AND FEEDING-STUFFS 
for c. i. f. business 
BREMEN Cable Address: “Kahnolf, Mannheim.” 


Gobles: “Aegir, Bremen.” 


I. F. business solicited. Codes: Baltimore Export Code, 2d edicion. 


Riverside Code, 1890. 








A. JOSEPH 
BRAN 
ANTWERP, BELGIUM 


Main Office: MANNHEIM, GERMANY. 
Samples and C. I. F. offers solicited to Antwerp. 


Cable Address: “Josephus, Antwerp.” 





UNION AGRICOLE 
DE JODOIGNE 


ANTWERP, BELGIUM 


L’ 
ED. PAREIN 
ESTABLISHED 1857 


IMPORTERS OF 
GRAIN, BRAN, OILCAKE AND OTHER 
FEEDING STUFFS 


IMPORTER OF FLOUR, BRAN, OILCAKE 
AND OTHER FEEDING STUFFS 
ANTWERP, BELGIUM 


Cable Address: “RAUSCENT, ANTWERP.” 





KAHN & SCHOEN JEAN VANDERTAELEN & CO. 


ANTWERP, BELGIUM ANTWERP 
FEEDINGSTUFFS TRADE AGENTS AND COMMISSION 
MERCHANTS 


SPEcIALTY—Bran, Middlings, Rye Feed, Dried 
Brewery and Distillery Grains, Mait Sprouts, Kiln 
Sprouts, Linseed and al! other Cakes, etc. 4 

elegr: Kahnschoen. blished 188. 


BRAN, DRIED GRAINS, OILCARE, 
CORN GRITS, ETC. 


FLOU, 
Esta 








Frederic Remington’s 


“e r ay Poe 
Making Frying Pan Bread.” qiedit dinate. 





made especially for this purpose, appears in the Holiday Number. 


SILVEIRA & CO. 


COMMISSION MERCHANTS 


HAVANA, CUBA 
No.5 Mercaderes St. P. O. Box 749. 


Telegrams: “TELLTALE” 





Wa. H. Dunwoopy, 


GILBERT G. THO! 
Vice-President. "Oashier. 


James W. RaYMOND, 
President. 


NORTHWESTERN NATIONAL BANK, 


MINNEAPOLIS. 
Capital, Surplus and Undivided Profits, $1,800,000, Does a General Banking Business 


The New American Turbine 


STILL IN THE LEAD. 


On May 27 and 28, 1898, we tested at the Holyoke Testing Flume 
one of our 36-inc Special New American Turbines, attaining an 
efficiency of 86.86 per cent, the ~ rn of useful 
ever obtained by any turbine, and giving the highest power ever 

obtained by any —- wheel tested at Holy- 
oke, The result of the test at different gateages 
is given below: 














ao} Rev. | Cubic 
ro Horse | Per 

° r |feet per 
ise} slate second Power | cent 
Whole Gate.| 16.72| 148.00 | 114.90 | 180.90 | 83.09 
15-16 8“ | 16.99) 149.50 | 107.26 | 177.22 | 85.81 
% ** | 16.98 | 152.00 | 100.00 | 166.18 | 86.36 
11-16 - 17.08} 150.50 | 97.59 | 161.77 | 85.89 
h “ | 16.94| 139.00 | 91.21 | 147.70 | 84.35 
% - 17.44; 142.75 | 74.55 | 114.86 | 77.95 




















Average Efficiency, 83.91 per cent. 


A blue-print fac simile of the full report will 
be sent to interested parties on application. 


THE DAYTON GLOBE IRON WORKS CoO., 


Ne. 20 South Ludiow St. DAYTON, CHICO 


We have purchased the plant, patterns and good-will of the Dayton Gas Engine & Mfg. 
Co., and are now manufacturing the Dayton and Gasoline Engine. See adv. in next issue. 

The “Dayton” holds the same inaccessible position among Gas Engines as the “New 
American” does among Turbines. 


‘*A Dollar Saved is a Dollar Earned.’’ 


10 to 25 per cent of your fuel? 
% your engineer’s time? 
Leaky flues? 
Burnt crown sheets? 
Boiler explosions? 
If you do, write for booklJet and price of the 20th cent- 
ury mechanical wonder, 
Clark’s Automatic Boiler Feed Regulator 
and Low Water Alarm. 





Do you want to save 


Sent on 80 days’ trial. 
We don’t want your money until you are satisfied. 


CLARK BROS. # VICKSBURG, MICHIGAN. 











‘887 
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THE UNIVERSAL BOLTER 


“A SUCCESSFUL MILLER’S OPINION.” 











GEORGE C. CHRISTIAN, 
MERCHANT MILLER. 
Minneapolis, Minn., Sept. 10, 1900. 


The Edward P. Allis Company, 
Milwaukee, Wis. 


Gentlemen :— 
We have been operating our flour mill built by you, for nearly 


two months and wish to express our satisfaction with the same. It has 
exceeded the capacity promised, and we do not think the line of ma- 
chinery furnished could be excelled. The Universal Bolters run very 
steady and do their work well. We are satisfied that a higher percent- 
age and a much finer grade of flour can be produced on this system than 
by the old bolting system of milling. The results we are obtaining with 





the mill are very satisfactory. 


THE UNIVERSAL BOLTER. Yours truly, GEORGE C. CHRISTIAN. 


"THE EDWARD P. ALLIS Company. 


MiIiLwvwVY A UKE § ¢ wi od * KING CRAMER (CO-MIL 
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AERCHANTS -ANDEBROKERSSS 





The Northwestern Miller will not knowingly Publish the Cards of Irresponsible Parties. So far as we know, the following are Thoroughly Reliable. 








WHEAT 


AND 


FLAX 


Pioneer Steel Elevator Co., 


Room 13, Chamber of Commerce, 


Domestic and Foreign Shippers. 
Samples and prices on application. 
Choice Milling Wheat a specialty. 


Minneapolis, Minn. 


P. C. KAMM & CO., 
Exporters and Shippers 


of all kinds of Feedinenats and = 
grades of Flour. We are ity Ale 
— 


M. Doran & Co., 


The oldest firm of Bankers and Brokers in 
the Northwest, have removed of my their old 


= market for all kinds o! of marters 
solies ited f efe —_, | A Life Bullding, Ground Floors corner Fourth 
— —pdiates eon oe and Minnesota streets, St. Paul, Minn. 


Mitchell Bldg MILWAUKEE, WIS 








RAIN 








The Van Dusen-Harrington Co., 


COMMISSION, 


MINNEAPOLIS 


A. D. THOMSON & CoO., 


RECEIVERS AND SHIPPERS OF 


Wrreat, Miax and Coarse Grains, 
Nos. 406-408 Board of Trade, DULUTH, MINN. 











Wheat Bran and Middlings, Mixed 


E. F. LELAND. 


Write for samples and prices, ann DULUTH. 
° ALL GRADES and 
Bartlett, Frazier & Co, . vaseries 
HARD WINT 
BRAN SHIPP MMS RS ee et eer WHlats <‘'e 
= CHICAGO. MILLERS. 
M. G. RANKIN CO. Shippers of Spring and Winter | .244 your Board of Trade orders to J. H. WARE. 


Mitchell Bidg., 


Milwaukee, Wis. }.. - Offices at.. { 


482 Guaranty Bldg., 
Minneapolis, Minn. 


Feed and Red-dog; also, Hominy, 
Gluten, Oilmeal, Malt Sprouts and 
Dried Brewers’ Grains. 





WATSON & CO. 


Private wires to all leading markets and the best facilities for hand- 
ling « speculative and hedging busin 


35 ee or COMMERCE. 


BROKERS IN 
GRAIN, PROVISIONS and STOCKS. 


solicited. 
MINNEAPOLIS. 


ess. Correspondence 


WARE & LELAND, 


200-210 Rialto Building, CH 1eaco. 


Write for our Daily Market Letter. Fifteen representatives constantly on the floor of the 
Chicago Board of Trade, thus insure Wane execution of all orders, and Loloes attention 
to all business entrusted to us G. HEESIAN, in Charge of Cash Grain n Dept. 





“a H,. POKHLER COMPANY, 


MINNEAPOLIS anvD DULUT 
Receivers and Shippers of Best Minnesota and Dakota aeoe Wheat. 
SPECIALTY. Barley, Rye, Corn, Oats and Feed. Write us. 


MILLING TRADE A 


— 


Flour Exporters, 
89 Board of Trade, 


PETERSEN BROS. & CO., 


Correspondence Solicited. 





H. G. FERTIG & C 


We buy these products practically y first hands. 
Millers’ trade a specialty. If you are interested, write us. 


MILLFEED AND RED-DOG. 
MINNEAPOLIS, MINN. 


ROSENBAUM BROTHERS, 


77 Board of Trade, CHICAGO, 
Elevators at Chicago, I1l., and Sandusky, Ohio. 


GRAIN. 


MILLING WHEAT A SPECIALTY. 





E.$. Woodworth & Co. 


GRAIN 
AND 
COMMISSION 


FLOUR, MILLSTUFFS, SCREENINGS 
AND CHICKEN-FEED WHEAT. 


Write for samples and prices. 


MINNEAPOLIS, MINN. 


Rye Flour. 


We make strictly pure me and can 
quote close prices on m: or full car- 
loads. We also manufacture Graham 
Flour, Granulated Cornmeal, Ground 
Feed, etc, 


The North Star Feed & Cereal Co., 


MINNEAPOLIS, MINN, 


Ames-Brooks Co., 


Wheat, Flax, Barley, 

and Other Grains. 

Chamber Commerce, 201 Board of Trade, 
Minneapolis, Minn. Duluth, Minn. 





Receivers and 
hippers of... 





Scorched 
Wheat. 


wun , at close 


BROOKS-GRIFFITHS CO., 
Tlinneapolis. 





ee ea 
Flour, gue edie 


mph = ey 
noe poo see, 


wires p00 olla. 


vee in he 
strictly cash. oy Sia 
slated 








Nets Pleor, Grain dee een sia: 








Ww. L. STEVENS, 


EXPORTER OF 


CHOICE SPRING WHEAT FLOURS, 


MINNEAPOLIS, MINN. 
Also Red-dog, Bran and Middlings. 
Established in 1884. 


H. Wehmann & Co., 


EXPORTERS AND SHIPPERS OF 


Spring Wheat Flour and Millstuffs, 


CORN EXCHANGE, 


We invite correspondence with 
foreign and domestic buyers. MINNEAPOLIS. 





. E. Gee Grain Co., 


a. ae os Minn. 


Grain. Mililfeed. 


CHAPIN & CO., 
MILLFEED. 


OFFICES: 
MINNEAPOLIS, Boston, 
MILWAUKEE, BuFrFALo, 

Sr. Lours. 








SCREENINGS, 


All kinds, our specialty. We sell direct 
to sheep feeders. Millers and elevator 
companies are invited to send us sam- 
ples, when any to offer. Established 1890. 
The Chambers-Farwell- Mackay Co., 
Room 10, Chamber of Commerce, 
Minneapolis, Minn. 








Geraghty, Doran & Co, 


ae IN GRAIN, PROVISIONS 


STOCKS AND. BONDS: 
410 First Ave. South, Wires, ge 


Reed ig ere 
























A. SLAUGTER& Oh, uy gue 
CHICAGO, ILL. Ie) Mating wine “y Specialy 
GEORGE A. SEAVERNS, 


A supply of all good milling grades of winter and spring wheats always on hand. 
Elevators in Chicago; capacity, 3,500,000 bushels. Millers’ hedging accounts solicited. 


W.H. MERRITT & Co., GRAIN 


MERCHANTS. 
234-236 La Salle St., CHICAGO. 


HENRY L. GOEMANN & CO., 


Established 1852. 
T. D. Randall. 
CHICAGO, 


SHIPPERS OF RYE 


GENERAL COMMISSION MERCHANTS. 
SPECIALTY: 


Receivers and Exporters of Flour and 
Michigan and Wisconsin Rye. 














137 RI@¢LTO BUILDING, 
CHICAGO. 








Millfeed our specialties. Send us your 
samples and we will advise you as to their 
value. perrespouscase and consignments 
solicited. 219 South Water St., Chicago, Ill. 


HITTLE BROTHERS 


FLOUR AND FEED 
CHICAGO. 


Advances made on consignments. 








Correspondence solicited from Rye Commerce Building, 


illers. 





WHITE, MINER & CO. 





RECEIVERS ARMOUR & CO., 
AND wt gi OF 
42 Borden Block, Randolph one Dearborn Sts., GRAIN BUYERS, 
Liberal sno ate nent 205 La Salle St., CHICAGO. 








“The Mill on the Kop,” 


by Robert Barr; written for the Holiday 
Number of the Northwestern Miller. A 
strong story. Two fine illustrations by 
Frank Lyendecker. 











Correspondence and 
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ANNAN, BURG & SMITH, 





HENRY B. SMITH, |i ant Evorted FOR 
Oe encarta Buckwheat, etc, EXPORT. FLOUR, Gr von means = 
; - €. F. COFFIN, Buyers sand oft Wheat Flor. 
603 Royal Insurance Bldg. CHICAGO, 47 Pearl St., NEW YORK. has padueaiie 
Correspondence with good mills solicited. If in the market, write us. Riverside Code, sT. Louis, mo. 
V. THOMPSON, WALLACE, MULLER & CO., Ltd. F, W. GOEKE & CO., |BURROUGH & McEWEN, 
Agent for ; Pears. P.0.8or28.  |Commission Merchants, Jo obbers and Exporters, 
Springand Winter Wheat Mills NEW YORK, U.S. A. neue ced, Seeds and Grain, 
Room 8, 2 La Salle Street, FLOUR GRAIN AND FEED, Milling Wheat and Milling Corn a specialty 


CHICAGO. 


Sales by sample only. 
No consignments asked. 


Exporters, and Domestic Trade. 
Correspondence and samples invited. 


22 North Second St., ST. LOUIS, MO. 





KANSAS CITY, MO., 


Cable: “Burrough.” U. 8. A. 





AMERICAN LINSEED CO., 
OIL CAKE AND MEAL. 


Linseed Oil Manufacturers. 
Direct Export and Domestic Orders solicited. 
CHICAGO, ILL. 


George W. Van Boskerck & Son, 


COMMISSION MERCHANTS, 
414 Produce Exchange, NEw YORE. 


Flour and, Feed handled on commission 
or net track New York. Correspondence 
and samples solicited. 





ESTABLISHED 1857. 
mild 
Correspondence solicited from millers 


having flour to offer Chicago trade. 
184 E. Kinzie 8t., near Clark, CHICAGO, ILL. 


Wholesale 
Flour. 


POTTER & BRAID, 


COMMISSION 
MERCHANTS, 


CEREALS, Hudson st. 


NEW YORK. 
Correspondence and accounts solicited. 





Exporters and Importers. 


Produce and apenas ofall kinds. 

Flour, Mill and Corn Feed, 

Cottonseed Oil, Meal ana Cake, 

Linseed Meal and Cake a specialty. 
Schnitzer & Parlato, nc.) 


11 Broadway, New York 


E. W. PAIGE & CO., 


196 West Street, - - + NEW YORK. 


FLOUR. 


We do not handle consignments 





E. A. JACOBY. . M. BOGERT. 
ESTABLISHED 1868. 


JACOBY & BOGERT, 


Successors to 8. JACOBY. 


FLOUR 








Jas.R.Turner, C.F.Miller, Jno.T. Morris. 


ISAAC H. REED & CO. 
Commission Merchants 


FOR THE SALE OF 
FLOUR and GRAIN. 
Consignments solicited. 








18 Broadway, New York. 222 Produce Exchange. NEW YORK. 
R. O. N. FORD & SON, 
Gustave A. Jahn 8 Co., |45 Produce Exchange | NEW YORK. 
* FLOUR 
98 Wall St.. NEW YORK, MER NTS. 

Importers and Exporter S. | @astern Agents for Star Ls Crescent Mill Co., 
W. B. SHEARDOWN, Week, ERED 

FLOUR 4x2 MILLFEED In Even Weight Sacks. 

cee ot ee cree onicem. | Samples and prices. 
NEW YORK. Empire Grain & Elevator Co. 


122 Broad Street. 


BINGHAMTON. NY. 





ANDREW CULLEN CO. 
Feed, Seed and Cereal Products, 
EXPORT and DOMESTIC, 
15 to 25 Whitehall St., New York. 


Correspondence and samples solicited. 
Agents wanted. 








4. Ww. COWING, *. £. ROBERTS. 
COWING & ROBERTS, 
Commission Merchants, |} 
FLOUR, GRAIN and FEED. 

416 Produce Exchange, 


Samples solicited. NEW YORK. 








su onam 














MILLING 


The Moffatt Commission Co., wisest: 


NSAS CITY, 





WILLIAM S. 


FLOUR ” $33 
BOSTON. 


HILLS CO., 


FEED 


First-class connections desired. 





CHAS. M. COX & CO., 
MILLSTUFFS, 


ee and Domestic, 


Cable Address: “Coxfeed.” BOSTON. 


Shane tines; 
ine Flour. 


Philadelphia. 


F. 21 Produce Exchange, New York. 





TO MILLERS EVERYWHERE: 


When you want to sell MILLFEED of 
any kind, either bulk or sacked, cor- 
respond with us. We always want it. 
We handle corn and oats as well. 


M. F. BARINGER, 
he Bourse,, 416-418 Philadelphia, Pa. 


J. Wesley Supplee. William F. 
William L. Supplee. Willis C. MecNatt, 


J. W. SUPPLEE & CO. 


Invite correspondence with millers. 
Cash advances made on consignments. 


Flour Commission Merchants. 


1831-33 Market Street. PHILADELPHIA. 





James Hay. GeorgeHay. William J. Wilson. 


JAMES HAY & CO., 


Commission Merchants, 


FLOUR, 
GRAIN AND FEED. 


25 South Water St., PHILADELPHIA 


WE WANT TO HEAR FROM 
winter and spring wheat 
MILLERS 
feed AND grain 
DEALERS DESIRING TRADE 
in Baltimore, Washington and Alexandria 
c. E. CLIFTON &CO., 
Washington, D. CO. 





FRANK K. MILLER 
FLOUR 


Member New York Produce Ex 
Member Commercial Eeehange, Ph i adelphia. 
Room 452 Bourse Building, 


Correspondence solicited. PHILADELPHIA. 





I couldn’t manage it! Nor do 
I want all the good mills in 
Minnesota or the Dakotas. 
But I do want to sell by sam- 
ple in car lots to arrive the 


DON’T 
WANT 


THE surplus of one or two good, re- 
oascey tina oar 
EARTH! wacisany, ti Age 





“Common Sense” Sieve-Sifter. 


SCALPS, 


THE GREAT EUROPEAN SUCCESS. 


GRADES,  DUSTS, 


BOLTS AND FINISHES, 
ALL CLASSES OF STOCK. 
Minimum power and space- 





W. R. DELL & SON, 


Y 26 Mark Lane. 


LONDON, E. C, 





Let Us Do Your Printing wissen 








For 
Nearly 
Seventy 
Years 


DUFOUR & CO?S x 


Has been the STANDARD OF BOLTING CLOTH EXCELLENCE. 
Thorough tests by practical millers prove it to be still the most durable and satisfactory 


Bolting Cloth on the market. 


On receipt of 20c in stamps an accurate Magnifying 
Glass will be sent to any address, post-paid. 





OLD ANCHOR BRAND 


LTING CLOTH 


R. P. CHARLES, 


15 South William St., 


NEW YORK CITY. 
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WatTcH Out For It 


It is now being prepared by the best 









~ talent obtainable in America, and the 
— - work goes merrily forward. 


THE ELEVENTH 
HOLIDAY NUMBER 


will contain the advertisements of the best, most re- 
sponsible and most enterprising MILLERS, MILL- 
FURNISHERS and FLOUR HANDLERS in the 


trade. 


ONE HUNDRED AND FIFTY representative con- 
cerns have already engaged space. 


RATES + Space reserved for advertising in 
Soe Ue park oth eben oh. cene es $150 + this issue STRICTLY LIMITED. 
SE PD FSi. csvancddxcsansceans 80 + 
CPUO-GUNTUOE FORD 20... cc cciecctionss § RC ey 
One-eighth Page.................05. 20 + When this limit is reached, adver- 
One-sixteenth Page ................. 12 + tising forms will be closed. 


Address by mail or wire, 


THE NORTHWESTERN MILLER, 
MINN. EAPOLIS. 
ra 


W_ R. GREGORY, 412 Produce Exchange, New York. 
KINGSLAND SMITH, 5 Catherine Court, London. 


Don’t try to send us busi- CHARLES H. CHALLEN, 519 Royal Ins. Bldg., Chicago. 
ness through Advertising CHARLES M. YAGER, 21s ny Ex., St. Louis. 

i R. E STERLING, 225 Exchange Bldg Kansas City. 
Agencies. WE WONT E. E. PERRY, Indianapolis. 
ACCEPT IT. C. H. DORSEY, Chamber of Commerce, Baltimore. 





THERE ARE MORE 


PRINZ COCKLE MACHINES 


IN OPERATION TODAY THAN ANY OTH- 





ER MACHINES MADE FOR SUCH USE. 
THEY’RE THE ONES WITH THE INDEN- 
TED CYLINDER, AND SELL SO CHEAP. 


THE PRINZ & RAU MFG, CO, © 2 Milwaukee, Wis. 








LEVIA THAN LINK-BELT SUPPLY CO. 


cost the least, because they are the longest- 
B lived, transmit the greatest amount of power, MINNEAPOLIS, MINN. 
stand hard work and exposure to heat and 
weather, driving, elevating and conveying. Caldwell’s Steel Conveyors 
, 
MAIN BELTING COMPANY, IN stock FoR ) Belting, Buckets and Bolts, 
(SOLE MANUFACTURERS) IMMEDIATE Ww d Ss lit p i R D - 
55-57 Market St., CHICAGO. 120 Pearl St., BOSTON. esate nid ia P ee Saw Serre 


Atlas Engines and Boilers. 





1219-1233 Carpenter St., PHILADELPHIA. 60 McGill St., MONTREAL, CAN, 
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DAVID STOTT, & |*hiittaeé=” = [ROB ROY 











oice qualities of - MERCHANT MILLERS, 
D ETROIT, Pure Hihizen Coldwater, Mich. | & Momber Anti-Adulteration League. 
_MICH. U.S A. Blended Spring snd’ |Christian Breisch & Coy | cea ta 
SP See . our. 
ember ‘Anti- *Aduiteration League. MICHIGAN wine . ae ah iinet 





wt MICHIGAN | Commercial Milling Co. 


Alma Paten apes ba commat KOUR | TF FLOUR. 
tid tie bie stad term 


ROBERT J. HAMILTON, 
XK Member Anti-Aduiteration League, WHITE PIGEON, mich. || "it for prices. DETROIT, MICH. 








ALBION MILLING CO., axsion, micnican. HART BROS., JOHN C. LIKEN & CO., 


MILLERS OF 


eT uD DOVE,” era et 
0. Yn tenets, Vntinin Steeen. Ke LUCKY STAR.’ PURE “i wexmesr FLOUR Millers of Choice 
verpool, on Foreign Salesman. 
Ds aupsestacc itn” vecite enfesiSemity guaens . atom Yo ata eceeeiga 
*& Member Anti-Adulteration Ponaek - . —_ FLUSHING, MICH. Write for samples and prices. 





VOIGT’S ROYAL NILES MILLING CO.,|F FINEST BRANDS ov EARTH & 











Is @ High-Grade Winter Wheat Patent Flour, made t NILES, MICH. U, S. A. Lu titel, Gah ti cad Concer, A 
Michigan Wheat. None better. Correspondence solicited. Mfrs, Choice Michigan Winter Wheat Flour, 7) par am ante Paints, Brushes, Ete. [NJ 
, Oru , etc, 
New Ix LAN Orton: Made by THE VOIGT MILLING CO., Rye, Graham and Yellow Cornmeal, LJ sena = Price ao. D 
vi Boorusy. Manager Nae GRAND RAPIDS, MICH, | ©: : representative: 4. 6. Laweron: oe o.| FR naatiisned ioe st. PAULs mn, S 








GET ON THE BAND voor 


ree eh RR EE 


THE PLANSIFTER SYSTEM. 


YOUR COMPETITORS ARE DOING SO. 






































GrarFton, N D., May 2, rgoo. 


Willford Manufacturing Co., 
Minneapolis, Minn. 
Dear Sirs: Yours received inquiring about the Plansifters. Will say in reply that 


I am very much pleased with them. They are running very smoothly and with very 
little power. I cannot say just how many horse power we have saved, but are running 
on about one cord of wood a day less on an average than we did before making the 
change, and this must all come from the difference between the power taken to drive 
the reels and the Plansifters, as that was about the only change made in the mill. 
They have not given us one minute’s trouble since starting them. I have put to rest 
one more reel since starting, making thirteen reels thrown out. 


Wishing the Plansifter much success, I am, Yours truly, 
WM. C. LEISTIKOW, 


per W. N. Smitu, Head Miller. 


Send for catalogue, letters of commendation—we have scores of them. 
Besides the Plansifter, we are also manufacturers of B 
‘ "5 














SEPARATORS, 
THE BEST} ( SMUTTER AND SCOURER, MOLINE, ILL. 
BRUSH SCOURER, 
( FLOUR PACKER. WILLFORD MANUFACTURING CO., 223 South Third St,, MINNEAPOLIS. 


Largest and most complete line of MILL MACHINERY in the world. General Agents in Minnesota, Wisconsin, North and South Dakota. 
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HIGH QUALITY. 
COMPETING PRICES. 
PROMPT DELIVERY. 


Sr Member Antt-Aduiteration League. 


HARD SPRING WHEAT FLOUR, 


We have fully equipped our mill to manufacture 
SPRING WHEAT FLOUR, and invite corre- 
spondence from buyers. Our grades are equal 
toany. Send for samples. Specially well locat- 
ed to promptly supply eastern and export trade. 


The Cleveland Milling Co., Lta. 


CLEVELAND, OHIO, U. S. A. 





C.L.CUTTER Secretary 


ALBERT B.CUTTER Treasurer 


LATIONALSTULLNG @RPARY 


Raias 


| 
\\ 
Ni 


late 


meee! t | 


i 





The Orrville Milling Co., 


MANUFACTURERS OF 


Winter Wheat Flour, 


CAPACITY, 800 BBLS, ORRVILLE, OHIO. 
Member of the Winter Wheat Millers’ League. 


THE SHELBY MILL CO., 
Standard Grades FLOUR From Selected Winter Wheat. 


SHELBY, OHIO, 





Daily Capacity, 1,000 Barrels. 
Member Winter Wheat Millers’ League. 


Smith Mill Company 
MANUFACTURE 
Flour from Winter Wibeat. 
Straight Grade of White and Yellow Cornmeal. 


Shippers of Millfeed, Coarse Grain, Hay and Straw. 
We solicit orders for mixed cars. 





CIRCLEVILLE, OF IO. 




















Marfield Flour Mills. 


700 bbls Flour. 


Capacity: { 500 bbls Cornmeal. 








: | Mawel : ery oe 
KEYNES BROS., 


LOGAN, OHIO, U. 8. A. 


Millers of Winter Wheat. 


Manufactured under PURE FOOD LAW 
OF OHIO. Correspondence invited, both 
domestic and foreign. 


We invite Great Britain and Conti- 
nental Flour Buyers to write us for 
samples and prices of 


Winter Wheat Flour. 


We grina the best wheat, make uni- 
form grades of flour, and are open for 
all markets. 


Chillicothe, Ohio. 








OUR MR. BURK’S MILLING EXPERIENCE OF THIRTY-THREE YEARS, 
during which time he has handled some of the most successful mills in this coun- 


TT: he never saw any better flour-making wheat than the crop in tne vicinity 
this year. Be friendly and write for prices. ANSTED & BU co., 
* Member Anti-Adulteration League. Springfield, Ohio. 
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THE CARE 
OF HARTER. 


The care that we take to please our customers is not usual in the milling 





Member business. A. 
" : H. 
Aduiteration We are not stuck up—we are not independent—we are not proud. =m fun Goleies 


We fill your orders as you WANT them filled—not as we might think you F.'z. Naas, Sup’. 
OUGHT to want them filled. 

We want to make our business a refuge for all those who cannot obtain sat- 
isfaction elsewhere. 

Rest assured that when you come here YOU press the button and WE do 
the hustling. 


Fane ka are Peng new To ; 
representa by | GEES iat etait om. The Isaac Harter Co., 


wk tanta, Ga. 
Wd MUM St Jon's Rewtndians Capacity, 2,000 bbls per day. Toledo, Ohio. 








THE HICKS BROWN MILLING C0.|  T.J. BLOOM & SON, | ALLEN & WHEELER, 









MANSFIELD, OHIO. ager epaingy Established 1849. 
Capacity, ao bbls filicH [RAD ADE [tours Fancy Winter Wheat Flours 


WINTER WHEAT FLOUR.| Export and domestic. TROY, CeO 
Best Wheat in the State. New Madison, Ohio, U. S. A. , , 
Correspondence Solicited. *® Members Anti-Adulteration League. Export and Domestic. 





























BRA 
tomer GuosTer 
NoroyKne — SUNob 
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Lbs 


DAILY CAPACITY 1750 BARRELS 
NASHVILLE, TENN.U.S.A. 


mier Mill of America 
Flour Made From The Celebrated 
TENNESSEE WINTER WHEAT. 
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A* LIVELY FLOUR 


Wolf Gyrator flour is a ‘'lively”’ flour. 
The greater the a of ''lively’”’ or high grade flour you turn out, the 
larger will be your profits. 

hat is a self-evident fact and permits of no argument. 

Our claim and our guarantee is that the Wolf Gyrator will turn out more 
— 8 rade flour from a given quantity of wheat than any other system or 
machine, 

Proof of the high quality of Wolf Gyrator flour is contained in the following 
letter from Spach Bros. & Hoover, of Salem, N. C., who, when the letter was 
written, had been using the machine for nine months: 

*tWe think it is the very thing to make good, lively, first-class 

flour. Our flour comes in competition with flour made by the larg- 

est mills in the country and our trade is getting better every day.”’ 

Send for our free Gyrator book—lively. 


THE WOLF COMPANY, 


Every llachine for [Modern [iills. CHASIBERSBURG, Pa. 
Northwestern Representative, J. M. ALLEN, 821 So. Third St., Minneapolis. 
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15th CROP YEAR. 


BLISH MILLING COMPANY, 


SEYMOUR, INDIANA. 


SPECI AL Winter Wheat Straights, Clears and Low-Grades 
For Bread and Biscuit Bakers. 





SUCCESS MILLS, 


Daily Output, 1,000 Bbls. 
Soft Winter Wheat Exclusively. 





BLANTON MILLING CO., sons, oo. 


Have not lowered the quality of their flour to meet the lower prices, but are now 


- Member Anti-Adulteration League. 


making flour better than ever before. 


Try them, and be convinced. 





DANIEL C. ROBINSON, 
PRESIDENT. 


ARTHUR GILLET, 
VICE PREST 4 MGR. 


HARVEY MULLINS 
== SECY 4 TREAS. 


- _— 


<= 


WM.H. PAINE, 
HEAD MILLER @ SUPT, 


= , 
mm SSF 


ne ura 


COMPLETE ROLLER SYSTEM 
DAIDCCAPACITY 2500-BBCS, 


(hyarawarautsiiup USA. 


Member of the Winter Wheat Millers’ League. 
Acme Mixed Feed, Packed in 100-Ib. Bags 


CASTERN OFFICE 
173 SrTatTe StT., Boston. 
T. N. BUSH, Manacen. 





* 

Quality | 

versus . Our yo ys Shore wheat crop 

may be below the average in yield 

Quantity. this year, but the berry is the finest 

ever produced, and makes our 1900 

flours, ““GERBELLE,” the well known Winter Wheat 

Patent, and “NEVER FAIL,” the equally well known 
Straight, better than ever. 


THE GOSHEN MILLING CO Goshen, Indiana. 





Do you wanta... 


| PURE fy 
WINTER| | WHEAT 


+ FLOUR? 


If 80, 
Monticello, Ind., 
LOUGHRY BROS., U.S.A. 


NATIONAL MILL, 
WATER & LIGHT COMPANY, 


ANGOLA, INDIANA, U. $. A. 









































WINTER WHEAT 
FLOUR. 











A new mill, modern in every respect. Situated 
in the winter wheat belt of the west. 
Domestic and foreign correspondence solicited. 

Brands: Strathieen, Decorum, Our Special. 





SESS See estes eteteeeeeese 2B 


UNEXCELLED! 


o=r Winter 
Daaty Wheat 


re Flours. 


GEO. T. EVANS, 


Hooster State Flour [iills, 
INDIANAPOLIS, INDIANA. 
Member Winter Wheat Millers’ League, 


SeSeeeeeeesee se Seeeseex 
99 F994 449F$4O44 6444004 


W.TROW COMPANY 
MADISON. IND 








Lawrenceburg Roller Mills Co., 


LAWRENCEBURG, IND., U. S. A. 


The Acknowledged Leader 


In high-grade, strictly soft 
Winter Wheat Flours. 


1,800 barrels daily. 





NOBLESVILLE MILLING CO., 


Capacity, 1,000 bbls daily. 
Manufacturers of Sharp Winter Wheat Flours 
exported under our brands of 


Indiana Soft Red Wheat used exclusively. 
Crawford & Law Liverpool 
Anton Kufeke G Ww 
Tasker & Co...........- 

NOBLESVILLE, IND., U.S.A. 


* Member Anti-Adulteration League. 


Distributors, 


Good Material Counts Much. 
Knowing How Counts More. 


We have elegant wheat this year, and by 
our forty years’ experience KNOW HOW to 
make flours to please. This counts MORE. 
Try us and be convinced. Capacity, 1,000 


bbls per day. 
LIGONIER MILLING CO., 
LIGONIER, IND. 
Member Winter Wheat Millers’ League. 





R. P. MOORE MILLING CO. 
Red Winter Wheat Flour. 


Virgin Wheat and High Uniform Grades 
Have Given Our Brands 
MORE FRIENDS EACH YEAR. 
Princeton, ind. 


IF YOU HANDLE 


“TVORY PATENT” 


MADE BY THE 
HARVEST QUEEN MILLING CO., 
ELKHART, IND., U.8. A. 
Your trade will appreciate it. 








Lafayette Hominy Mill Co., 


LAFAYETTE, IND., U.S.A. 


‘rwwrveveyre?* 
ed 


Oable Address: My nyo A 
AB Oand Riverside es used. 











GEO. W. KENNEDY & SON, 


SHELBYVILLE, IND. 


Millers of Winter Wheat Flour 


Shippers of Hay and Millfeed. 
te or wire us for prices. 
Members Winter Wheat Millers’ League. 





W. L. KIDDER & SON, 


TERRE HAUTE, IND. 


=== MILLERS =——— 


of home-grown Indiana Soft Red Winter 
Wheat exclusively. Capacity, 1,000 bbls 
per day. Fore and domestic corre- 
spondence solicited. 


CORBIN MILLING CO., 


NEW HARMONY, IND., 


Manufacturers of CHOICE FLOUR 


FROM HOME-GROWN WHEAT, 
Open for all foreign and domestic markets. 


%& Member Anti-Adulteration League. 
Member Winter Wheat Millers’ League, 








The J. E. M. Milling Co., 


. N. MILgs, Secretary, 
Successors to MILES & SON, 


Manufacturers of Winter Wheat Flour, 
PRANKFORT, KY. 


Codes used: Riverside, Robinson. 
Cable address: “MIEs.” 





BAKERS PLEASE ORDER 


HENRY CLAY 


Made of Winter Wheat, by 
Lexington Roller [iilis Co., Inc., 
Lexington, Ky., U. S. A. 
Member Winter Wheat Millers’ League. 
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FLOURS. 


FINEST WINTER WHEAT 


HIGH-GRADE CORN GOODS 
OF ALL KINDS. ss 








MINNAGO 


ome 
en TON IS A 


fan 1908 HARD SPRING WHEAT 
¢ “INNA PATENT FLOUR, AND 
i gINN IS MADE IN CHICAGO 
Ae MG) 
‘ WE GUARANTEE 
OSS SS IT FOR COLOR 
D AND STRENGTH 
Searcy” 


NORTHERN MILLING Co. 


CHICAGO, ILL. 





HE FOLLOWING is an extract from an unsolicited testimonial from 
one of the largest bread bakers in the United States: 


T 





‘‘The car ‘ARROW’ we received from you absorbed 
more water than any flour we have had in years, and we 
use Northwestern hard spring wheat flours, principally 
Minneapolis patents.’’ 











Sparks Milling Co., 
Alton, Illinois, U. S. A. 





Capacity. 700 Bbls. 
Elev. Cap., 100,000 Bus. 


Pfeffer Milling Company, 


MANUFACTURERS OF 


PURE, HIGH- GRADE WINTER WHEAT FLOUR, 


And Pare pieces M* ~— LEBANON, ILL. 


Correspondence 
BRANDS: Solicited. 
“Lebanon Belle,” 
“Lebanon Jewel,” 
“Sunset,” and others. 


DOW & KING, 





Daily Capacity, 500 bbls. 
Newest and Most Modern Mill in Illinois. 
Manufacturers of 


Brands: ‘ 
soviiaie  andom Pure Winter Wheat Flour, 
Ploresport), Superiative. PITTSFIELD, ILL. 





American Corn Milling Co., 
~ Brewers" Grits, Cream Meal, Pearl Hominy, 
Corn Flour, Pearl Samp, Hominy Feed and Cornmeal. 


Chicago, III. 


Open for accounts in all foreign and domestic markets. 
Cable Address: “Marzx.” Riverside Code. 





RICHLAYD MILLS, O’Fallon, Ill. VALLEY MILLS, Collinsville, Ill. 
Established 1861. Capacity, 400 barrels. Established 1882. Capacity, 300 ‘bassele. 


CHARLES TIEDEMANN MILLING CO. 


MANUFAOTURERS OF 


BRAN 
Richland Lily, Gh Shiloh lich Valier, § High Grades of Winter Wheat Flour. 
Orion. Phan tom, Cosamnpen tenes solicited fom Domestic MAIN OFFice! 
Pride of the Valley. d Export Trade "PALLON, ILLIW 





4-X Best Flour. 


MADE from the best wheat grown—to retain all the nu- 
triment of the wheat—to eliminate all impurities—by the 
most modern and scientific milling process known; and it 

MAKES the healthiest breads—the finest biscuit—the 
most digestible rolls. 

Eckhart & Swan Milling Co., 






1,600 bbls Spring Wheat Flour. Chicago, 
Capacity< 800 bbls Winter Wheat Flour. 
200 bbls Rye Flour. Illinois. 





GOLDEN 
HORN 
FLOUR 


COMES AS NEAR BEING A 
FIRST-CLASS SPRING WHEAT 
PATENT AS CAN BE MADE. 


STAR & CRESCENT MILLING CO. 


CHICAGO, ILL. 











DECATUR, ILL. SS paste theenahty Wt 


Daily Capacity, 7,500 Bushels. and ecamiaia Wil cay 
Foreign Trade, address R. E. PRATT, Vice-Pres't, 82 Board of Trade, CHICAGO. 


a es! |SUFFERN, HUNT & CO. 
ROLLED OATS 


WHITE CORN GOODS 
OAT MEAL 
rgeiemsi.ae-) 


Brewers’ A ey and Meal, 
Bakers’ Cone 
ESTABLISHED 1867 


DAVIDOLIVER 








DAILY 





COLUMBIA STAR MILLING CO, *sczeesers te 
Banaiaptens of the Celebrated 
Me " dg OF COLUMBIA.” 
A | Copreensadence x ce solicited | COLUMBIA, ILL 


Corn Flour, ‘Hominy Feed. 
JOLIET nia Star Brense, 
ti-Adulteration Lesgue 
HUNTER BROS, HUEGELY MILLING CO. 








DECATUR, ILLINOIS, U S.A, 
hata “BELLE OF MONROE,” 
Nashville, Il 








St. Louis, Mo., U.S.A. Winter Wheat Flour Only. 
MANUFACTURERS OF pails ld Pr vue BRAN, MIDDLINGS, ETc. 
ants spear & Momber Anti Adulterntion League, 
an 
WINTER 
WHEAT 
FLOUR, 
Feed and Grain Shippers 


“H 
Daily Capacity, 650 


Cable Address: NTER,” St. Louis. 


rrels. 


il 


PEERLESS HOLIDAY NUMBER 


il 


PEERL? SS HOLIDAY NUMBER 


il 


PEf&RLESS HOLIDAY NUMBER 





Tw Southern Illinois Milling Go. 


MANUFAOTURERS OF 


SOFT WINTER WHEAT FLOUR 


Capacity, 500 bbls. MURPHYSBORO, ILL, 





Straight 











Winter Wheat Flour, made from the ,% 
trade, a Wie to ALTON ROLCER 
MILLIN Alton, lll., for lane ARE YOU THERE? 
and euaien” Foreign or domestic. 
3 
[QAUFFMAN (XVILLING (@0., TIME FLIES. 
Proprietors WAVERLY MILLS, Waverly, Ill 
Manufacturers of , 3 
Hard and Soft Winter Wheat Flours, 
Newly equipped mill, 1,000 bbls capacity. WRITE FOR SPACE 
lain Office, ST. LOULS, MO. TODAY. 
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WE FADINGHHILLS. 


























Established 1868s. 


ceiramrsi-t KEHLOR BROTHERS, MILLERS, ae 
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DAVID B. KIRK & CO., 


KANSAS CITY, MO., U.S. A., 


PURE TURKEY KANSAS HARD WHEAT FLOUR 
A SPECIALTY. 
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R. T. Davis Mill 


& Mfg. Co., 


Millers of High Grade Flour from selected Kansas and Nebraska Wheat. 
Open for foreign connections in all markets. 


Capacity, 1,000 bbls. 


ST. JOSEPH, MO. 





















HANNIBAL MILLING CO. 


Manufacturers of High Grades of 


Winter Wheat Flour, 
Domestic ana Export Trade HANNIBAL, MO. 


Solicited. 








ESTABLISHED 1877. CAPACITY, 600 BBLS. 


WALNUT CREEK MILLING CO.. 


MANUFACTURERS OF 
KANSAS HARD 
WHEAT FLOUR 
GREAT BEND, KANSAS. 
We invite correspondence from rts 4) Buyers desiring an Active 


Kansas Mill Account. Cable: “WALNUT. 
* Member Anti- ‘Adulteration League. 


MILL ENTIRELY NEW EQUIPMENT MODERN. 





THE NEW ERA MILLING CO., 


MILLERS OF 


KANSAS HARD WHEAT. 
ARKANSAS CITY, KANSAS. 


Cable Address: “NEWERAMILL.” 





Aug. J. Bulte, 


(Successor to Meyer & Bulte) 


Proprietor of WHITE SWAN MILLS, 


CLINTON, MO, 


Cable Address: “SwaNMILL.” 
Robinson and Riverside 1890 Codes. 


Manufacturer of 


Soft Winter 
Wheat Flours. 


Main Office, KANSAS CITY, [10. 


Caldwell Milling Co., yuzsue-n" 
Kansas Hard and Soft Wheat Flour, 


Caldwell, Kansas. 


We are in a position to ship milling wheat direct to 
Indiana, Ohio and Eastern mills. 





oo 











we. - 
1" all 7. ei 


es: sy) 


wee cS ST.LOUIS 


lahat iene 





ae F. Meyer & Sons, 


SPRINGFIELD, MO. 


Hard and Soft Wheat Flour 


General Office: 123 Laclede Building, 
St. Lou is, Mo 
Cable Address: “MEYERSONS.” 


Jk ERN. Ely < 83CF Pann 
HARD KA KANSAS « SOF SOFT: W WINTER W WHEATTLOURS 9 i 


¥ r 


;MO.USA. 


The Blair Milling Co., 
Hard and Soft Wheat Flours, 


Flour for Pastry Trade a specialty. 
ATCHISON, KANSAS. 


Foreign and Domestic correspondence solicited. 
Mills at Winthrop, Mo., and Atchison, Kansas. 





Best Grades 
Kansas Hard Wheat Flour. 


Kelley Milling Co. 


Kansas City, Mo., U.S.A. 


Capacity, 2,000 bbls, 


A NEW MILL - THE 


SALINA, KANSAS. 


Let us send you CONVINCING SAMPLES of the best Flours 
ever made from Hard Wheat. 


It’s BUSINESS WE WANT. 


THE GREAT GOLDEN 
WHEAT BELT OF 
KANSAS. 





EXPORTERS of . . . 
OATMEAL and 


ROLLED OATS. 


STOBIE CEREAL MILLS, 
ST.LOUIS MO. U.S.A. 


I. M. Yost Milling Co., 


MILLERS OF 


KANSAS HARD WHEAT FLOUR. 


Mills at {is 8 Sy Sete. 
603 Exchange Bldg. KANSAS CITY, MO. 


We are grinding 62-Ib. Wheat, 


The finest ever raised in this, the GREAT CENTRAL KANSAS FIELD. 
We want to hear from good buyers of WELL-MILLED HARD WHEAT FLOUR in the EAST- 
ERN and CENTRAL STATES and EVERYWHERE. 


ELLSWORTH MILL & ELEVATOR CO., 


Capacity, 300 bbls. Ellsworth, Ellsworth County, Kansas. 





ARMS & KIDDER, 


Proprietors INTER-STATE ROLLER MILLS. 
Choicest Grades...... 


KANSAS 
FLOUR. 


KANSAS CITY, MO. 





BRAND-DUNWOODY MILLING CO., 


MANUFAOTURERS OF HIGH GRADE 


KANSAS HARD WHEAT FLOUR. 


MILLS AT JOPLIN AND Laman. 
Correspondence solicited. 
Daily capacity, 400 bbls. 
General Offices, Joplin, Mo., U. 8. A. 
Cable Address: “Dunwoody.” 





REA-PATTERSON MILLING CO., 


MILLERS OF 


Kansas Hard and Soft Wheat Flours, 


Coffeyville, Kan., U.S. A. 


Foreign and domestic trade solicited. 
Cable: “REAPAT.” Capacity, 1,000 bbls. 


—— 
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THE MOUNDRIDGE MILLING CO,, 


KANSAS HARD WHEAT FLOUR, 


: j our. Correspondence with domestic and foreign 
buyers solicited. 


MOUNDRIDGE, KANSAS. 


GEORGE SPAULDING, Mill and Elevator 
OLATHE, KANSAS. Building Contractor. 














eer city Miling Co., 
_ KANSAS FLOUR, 


a. 
Dally ycupecity Fae fe 
a ARKANSAS CITY, KANSAS. 


When you want good work by an experi 
enced builder, write me. Have . ilt mill 
buildings for Thos, Page. Topeka, 

The Lee- Warren M Co., Sal 
Topeka Woolen Mill » topeks, Kansas; 
Olathe Milling Co., Olathe, Kan 


THE EAGLE MILLING CO., 
KANSAS HARD WHEAT FLOUR 


Foreign and domestic ppeoapens- 
ence solicite 


NEWTON, KANSAS. 














Cable: “EAGLE.” 











Capacity, 400 bbls. 


AURORA MILLS. 


TYLER & CoO,., |The Stafford Milling & Elevator Co., 


KANSAS HARD WHEAT FLOUR. KANSAS HARD WHEAT FLOURS, 


Our flours, made from choice hard wheat 
raised on limestone soil, excel in strength Mastera wt Se invited 


and color. Junction City, Kansas. Stafford, Kansas. 








WILLIAMSON, WICKSTRUM & CO. 


We make our flours EXCLUSIVELY from KANSAS 
HARD WINTER WHEAT and challenge comparison 
with any flour made. We want to sell some of it to 
EASTERN BUYERS. 


Cable; “WILLIAMSON.” 


CLAY CENTER, KANSAS. 





| THE CAIN MILL C0 Atchison, Kansas, Foreisnand domestic 
; § Tasker & Co., 19 Mark Lane, London a = 


HIGH GRADE KANSAS FLOUR. 


»WATER WHEELS 


For all Heads from 3 Ft. to 2000 Ft. 
a 223d WATLING, We, cusrentse’ greatest power with, nmelloet guactie 


ENGINES AND BOILERS 


UPRIGHT AND HORIZONTAL. 











Write for pamphlet, stating whether water or steam power. 


JAMES LEFFEL & CO., Springfield, Ohio, U.S.A 


will contribute a story illustrated by himself to 
H owar d P le the Peerless Holiday Number. 














LEADING MILLS OF TEXAS, NEBRASKA AND OKLAHOMA. 








CAMERON MILL & ELEVATOR CO., 


DAILY CAPACITY, 2,000 BBLS. 


HARD AND SOFT WINTER WHEAT FLOURS. 


We have recently arranged excellent facilities for s ea i flour 
for export via Gulf ports, and want to hear from fore 


buyers. Cable: ‘“‘CAMERON.’’ 


FORT WORTH, TEXAS. 








; 
Gone” CABLE: 


Tex St r F | r M l | Texas Star Rice Mills, 
a S | 0 H S Texas Star Grain Elevator, 
GALVESTON, TEXAS, U.S, A. Capacity, 1,000 Bbis. 
Galveston, West Indies & Pan American Steamship Company. 
P.O. Address: Texas Star Flour Mills. Cable Address: Reymershof. 


Use A B © Code (fourth edition), Baltimore Export Code, Watkins’ Code, Riverside 
Code, Robinson’s Cipher, Kauffman’s Cipher, A-1 Code, Lieber’s Code. 








murs? NORTHERN HARD SPRING WHEAT AND RYE. 


(Maize) Sindh, Degerminated BREWERS’ MEAL, Table Meal, Hominy, Grits, HOMINY FEED, and Wheat Bran. 
“WELLSMAN.” 


: ‘ WELLS, ABBOTT & NIEMAN Scuuvier.Nesrasxa. 








LINCOLN MILL Co. 
LINCOLN, NEBRASKA. 


Manufacturers of Hard Winter and Hard 
Spring Wheat Flour for all 


ENID OKLAHOMA. Markets. 


ENID MILL & ELEVATOR C0., 


CAPACITY, 600 BBLS. 


Oklahoma Hard Wheat Flours. 


Eastern and foreign correspondence 
invited. 





The Texas Export Flour Co., 


Hard and Soft Winter Wheat Flours. 


Seperaeateas Oe leat yt <8 Teave. Galveston, Texas. 


MEDFORD Guthrie Milling Co., 


mene TRESS. | Sit habs 
: Millers of 
Wheat Flour 


MANUFACTURERS OF HIGH-GRADE HIGH-GRADE 
HARD WINTER WHEAT FLOUR renin nese adapted to alt domes, 
ign rade. uality and price adapted to all domestic 

rg es ae and foreign markets. rite us. 





Collin County Mill & Elevator Co., ascommrams “°™ 


Cable address: “Collin.” SOFT WINTER WHEAT FLOUR FOR EXPORT. 
Codes: Riverside, No. 4—Robinson, Revised. McKINNEY, TEXAS. 


Eagle js peennan&Son} Landa Roller Mills, 


a New Braunfels, Texas. 
Mi ls Sherman, Texas, 
. U.S.A. 


Manufacturers of 
Hard and Soft Wheat Flour 


Hard and Soft Wheat Flour 
for Export. 





FOR EXPORT. 
Correspondence solicited. 


£ 0 HUMPHREY. Secy ane Trees 















WM E HUMPHREY, President 


FLOUR FROM 
SELECTED WINTER 
a HEAT 


£1 Reno, Oxtatoma. 





Garfield County Milling Co, | OKLAHOMA CITY 
h-G. ode Widen tna MILL & ELEVATOR CO. 
rade riours trom 
ee Hard Wier Whea, Mii SF WTEL WE Fa 
Bae OKLAHOMA. spondence invited. 
Corr Cable: “Grantok.” Oklahoma City, Okla. 








The Oklahoma Mill Co Mfrs. of HARD WINTER WHEAT FLOUR. 
4 Correspondence solicited from Eastern 
KINGFISHER, OKLAHOMA, and Foreign Buyers. J. E. Ruru, Mer. 


Dehner-Wuerpel Mill Building Co., 


1607-1615 South Third St., ST. LOUIS, MO. 
MILLWRIGHTS AND MACHINISTS. BUILD MILLS COMPLETE. 


Roll Grinding, Cor ting, Bolting Cloths, Complete Stock of Furnishings. 
e rite for Catalogue and Discounts. 














™ Canadian County Mill & Elevator Co, “"<svectt: "50. 


Millers of 


Kansas Hard Wheat Flour, 


Zyreten inquizy especially solicited. El Reno, Oklahoma. 





Jos, F. Wangler Boiler # Sheet Iron Works Co, 


WE SOLICIT THE TRADE OF FLOUR MILLS. 
St. Louis, Io. 


Our Boilers are unexcelled for workmanship. 
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aa meng of ~ nore of — Seven  y om ay. Bars 
to the following new advertisements, w appear for the first time 8 is- 
sue. Hereafter these will be rinted under appropriate headings, when possi- 
ble, and will be found among the rest of the advertisements. They are _— Hl. W. Caldwell & Son Company, 
in this position this week in order to roperly introduce them to the trade, to 
which the Northwestern Miller heartily commends them. Western Ave., 17th to 18th Sts., 

CHICAGO, ILL. 
LES GRANDS MOULINS DE PARIS e 
85 QUAI DE JAVEL, PaRIs >. eS 


Invite the attention of the trade to their celebrated 
TRUFFAUT’S FLOUR 


CALDWELL HELICOID CONVEYOR, 


or with continuous ht without laps or rivets. 
rtoct spiral, — i. not damage = ie material by bea 


A ported sp aapoet poke beg 
Sart and S thor Lf in ony _ sg ie 
AVERY SEAMLESS STEEL ELEVATOR BUCKETS 


2 Wheels Boots te Bolts, p Rope Tyapemieticn jm Machinery, Spzochet 
? eels. 

2. Car Patines Auto pane Sy Power Geni ih eneers South Bend Wood 
2. Split Pulleys, Wire Cloth, Perforated Metal. 


viz, SUPERFINE (patent) anpD 
PREMIERE (BaxkeErs’) 








Our New Catalogue, No. 25 (380 pages), will be sent upon application. 


NEED TO BE IN GOOD CONDITION 
TO MAKE AN ECONOMICAL YIELD. 








COLUMBIAN FEED GOVERNOR CO., 


Why did you not 
sell it to us five 
years ago? 

JOHN BECKER, 
Waterloo, N.Y. 


It carries its own 
credentials. 
JOHN 8. DoDGE, 
Head Miller, 
Washburn C Mill, 
Minneapolis. 





PERFECT CORRUGATING AND GRINDING ALWAYS ~ 
SECURED AT OUR SHOPS. * 2 





SECOND-HAND ENGINES. 


14x42 Twin City Corliss. 


12x24 North Star Slide Valve. 


We wish to con- 
gratulate you upon 
its complete and 
entire success. 

FARMERS’ 
MILLING Co., 
Lebanon, Tenn. 


104 Second St. N., Minneapo'is, Minn., U.S. A. 


One of the mile- 
stones in the prog- 
ress of milling. 

HONEY BROs., 

Park River, N.D. 





14x30 Twin City Corliss. | 
18x30 Cooper Slide Valve. | 
11x20 Rice Automatic. 


WILL SELL AT A BARGAIN. 


If You Want  «& THE BEST 
CORN AND 


10x30 Twin City Corliss. 
9x14 Atlas Automatic. 





| 

| 

| 12x30 Sioux City Corliss. 
| 








Twin City Iron Works, 


MINNEAPOLIS, MINN. 


Offices at 307 Third St. South. 


Correspondence Invited. 





““Ghe Bakers’ Guild 


of London,”’’ 


By W. S. Harwood. An account 
of this interesting and Very an- 
cient institution and its history. 
Profusely and beautifully illus- 
trated from photographs taken 
by the author. Appears in the 
Holiday Number. 





qe nereaM NEANERS 


INVINCIBLE 


| N ne 
pric’ Cv uk "arA pac 


INVINCIBLE GRAIN CLEANER (2 
SILVER CREEK.N.Y 





Minneapolis Agent, C. H. SCOTT, Hotel Nicollet. 





FEED MILL 


In the world, write us before you buy. 
We guarantee the largest capacity for 
the power used. Full belt drive. Wide 
bearings. Excellent belt contact. Con- 
venient adjustments. 


WE CORRUGATE ROLLS. 


_ Strong & Northway Mfg. Co., 


MINNEAPOLIS, MINN. 








MOTHER’S OATS 


ARE THE BEST ROLLED OATS 
EXPORTED. 
ALL FOREIGN BUYERS SAY SO. 
THE AKRON CEREAL COMPANY 
AKRON, OHIO, U.S. A. 








Dufour & Co.’s Old Anchor Brand 
Bolting Cloths 




















Kept in stock in all the qualities and numbers, including the XXX Grit Gauze. 
From long experience 1 know them to be the Best Cloths made, and am pre- 


pared to guarantee any orders you may favor me with. 


1911 16th Ave. South, Minneapolis, Minn. 


L. V. B. EGBERT. 
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THERE was a break in the monoto- 
nous situation which has prevailed so 
long, when, on Thursday, wheat ad- 
vanced a cent. This little advance 
brought to light the fact that the flour 
jobbers and the smaller buyers of the 
country have an eye on the situation 
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York direct from Argentina to the effect 
that the wheat rH Y now in an early 
stage of growth, had been damaged to 
the extent of 40 per cent of the whole. 
If verified, this will undoubtedly have 
an effect on prices here. It is argued 
that Argentina has never raised three 
good crops in succession; also, that a 
aoc crop has never followed a mild 

inter. That country has had two good 
crops and a mild winter, ergo, the pres- 
ent crop must be a failure. It therefore 
follows naturally that the professional 
speculators and the scalpers have 
looked toward the southern republic 
three times daily with great regularity 
for the last month, in the hope that 
something might be discovered to give 
some energy to a lifeless market. Chi- 
cago has even sent a ‘'crop expert” 
to Argentina. Taking all this into con- 
sideration, together with the fact that 
the crop damage in the northwest has 
already been worked pretty hard on two 
occasions, and that the rest of the agri- 
cultural world is doing very well—re- 
membering these facts, it will not be 
surprising if Argentina should be used 
as a bogy to enliven the effete markets 
of the older countries and incidentally 
to give zest to the speculative game in 
the wheat-pit. 

















STEAMER GREENBRIER WITH AWNINGS IN POSITION. 


and are ready to take flour when there 
seems any object in doing so. Buying 
was quite liberal on that day, aomperteey 
speaking, and more interest was mani- 
fested in flour than for a considerable 
time. The condition of the milling 
trade is still one of dullness, however 
which will become more pronounced 
the latter part of this week, after the ad- 
vance in inland freight retes has gone 
int@ effect, unless wheat should show 
more strength on a legitimate founda- 
tion. Foreigners are not yet taking 
flour with anything like abandon, from 
either winter or spring wheat mills, 
though their offers during the week 
were at times equal to those from do- 
mestic markets. 


HEAVY running was again general 
with the mills. In Minneapolis, the 
flour output was large, and sales, most- 
ly domestic, were in excess of the pro- 
duction. In Milwaukee, which now 
claims second place, in point of capaci- 
ty, asa milling city, the flour output 
exceeded any previous week’s run. New 
business, however, was not brisk, nor 
prices satisfactory. In Kansas City 
and the southwest, there was little 
change from the last few weeks; the 
mills operated full time, mostly on old 
orders. There was not a general dispo- 
sition to urge sales at present prices. 
St. Louis mills ran heavily and trade 
was fairly satisfactory, both in domes- 
tic and export markets. In the central 
winter wheat states, trade as a whole 
dragged somewhat, witb the mills pro- 
ducing a normal output. Our cable to- 
day says, of the flour markets: Glas- 
gow shows no improvement and prices 
distinctly favor buyers; Liverpool, very 
little demand and not enough business 
today to test values; London, flour is 
weak and prices tend in buyers’ favor. 


. 


Mvuc8 has been made of the announced 
advance in inland freight rates on No- 
vember Ist; and the approaching presi- 
dential election has been used as an ex- 
cuse for dullness in trade, but it is safe 
to =~ that the first was long ago dis- 
counted and the second has been mere 
‘'talk;”? for, on Monday, when there 
was a frost in Argentina and the ‘'scalp- 
ers’? in Chicago seized the opportunity 
—for which they had been anxiously 
waiting for weeks—to put up the wheat 
market a trifle, freight rates and elec- 
tions were lost sight of in an instant by 
flour buyers, and a really healthful tone 
was discernible in the markets. Yes- 
terday, cables were received in New 


In the issue of the Northwestern 
Miller for May 9th, 1900, there were 
printed three views of the London docks; 
one showing the unloading of flour by 
means of ordinary rope slings, holding 
eighteen sacks; another showing the 
hydraulic cranes ready for their deadly 
work on American flour, and the third 
showing the filth and refuse on the 
dock upon which the flour was dumped. 
In connection with these views an edi- 
torial article appeared calling attention 
to the reckless and unnecessary waste 
resultant from these crude methods of 
handling flour, and urging the steam- 
ship lines to take the matter up earnestly 
and effect a long-needed reform. Imme- 
diately after the appearance of this 
article, the steamship lines promised to 
take action, but nothing whatever was 
Tt owing to the conserva- 
tism of the London dock authorities or 
the dilatory habits of some of the London 
representatives of the steamship lines. 
Therefore, the Northwestern Miller was 
again obliged to refer to the sub- 
ject, and in its issue of August 15th 
another editorial appeared, commenting 


849 


on the continued abuse of American 
flour on the London docks, and vigor- 
ously demanding that it should cease. 
At this time we said: 


‘Rotten and disgusting are plain 
words and strong, but they are the only 
ones fit to describe the conditions which 
now prevail in London in regard to flour 
delivery. The situation there is not 
new, and the steamship lines are fully 
aware of it. What is to more effect, the 
millers are aware of it also. Months 
ago we published views from photo- 
ce taken on the spot showing the 

Ithy condition of the London docks, 
the refuse, the slime and muck into 
which our flour is dumped regardless 
of the fact that it is an article of human 
food and not intended to be fed to hogs. 
Apart from the fact that this treatment 
of American flour in London is shame- 
fully unfair to American millers and 
creates a handicap to their export trade, 
it is absolutely dangerous to human 
health to dump flour into the nauseat- 
ing accumulations of an open and unpro- 
tected dock. It is more than evident, 
indeed it is quite clear, that the London 
agents of the lines between this country 
and London are determined to do all in 
their power to discourage the import of 
flour and favor the import of wheat. 
These people are determined to drive 
flour from the honorable place it has 
held heretofore in the list of com- 
modities which enter the port of Lon- 
don. We believe this policy is a de- 
liberate one and we know that in no 
other port in Europe is American flour 
subjected to the mistreatment it recéives 
in London. The American representa- 
tives of the London lines are either un- 
able or unwilling to interfere with the 
policy of their London agents. Suffi- 
cient publicity has been given to this 
matter to warrant some slight attempt 
at improvement, but nothing, absolute- 
ly nothing, has been done. It is appar- 
ent that a reform is not seriously con- 
templated. The port of London is a 
great one but it cannot afford to disre- 
gard fairness and honesty in treating 
those who seek to enter it with their 
goods. No port in the world is great 
enough for this.’’ 


Since the foregoing appeared, one 
steamship line at least has been able to 
reform the abuses to which we called 
attention. Promptly and effectually, 
the Chesapeake & Ohio line has over- 
come this long-standing difficulty. 
After thoroughly investigating the mat- 
ter and ascertaining the facts, the offi- 
cials of this line at once took action and 
the result is shown in the two views 
herewith presented. One shows the 
steamer Greenbrier of this line lying in 
the stream at London with awnings in 
position; the other, the same steamer 
discharging its cargo of flour under pro- 
tection of tents and by means of a can- 
vas-covered slide down which the flour 
is being lowered to a well-protected and 
absolutely clean dock. It will be noted 
that the deadly hydraulic crane is con- 
spicuous by its absence from the scene, 
also that the rope sling, which has been 
the bane of the flour receiver, is not 
used. In fact, the flour is being proper- 
ly handled in every respect, and should 
reach the buyer in first-class condition. 
These views, as compared with those 
published last August, show the differ- 
ence between the methods of which we 
—y | complained and those now in use 

y this progressive line. The Chesa- 
peake & Ohio line is to be commended 
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for the egerg tema and thoroughness 
with which it has complied with the re- 
uirements of the trade in this matter. 
t bas taken the lead and has shown 
that, despite the objections raised by 
those who felt disinclined to change 
from old ways, there is no reason why 
fiour should not be delivered in London 
with the same care with which it is 
loaded on board ship in this country. 


CONCERNING this gratifying improve- 
ment, our London representative, Mr. 
Kingsland Smith, says: 

‘tI referred recently to a visit to the 
steamer Greenbrier of the Chesapeake 


& Ohio line, as she was discharging at 
the Victoria dock, London. Mr. Hatha- 
way of this line has just shown me some 
excellent illustrations showing the 
awnings in position. These were taken 
the day of my visit to the Greenbrier, 
and give both a general view of this 
steamer showing the awnings over the 
four hatches, and a side view taken 
from the ship’s deck, showing more in 
detail the flour chutes and the awnings 
covering them. It will be noticed that 
the ‘muck’ shown in a previous photo- 
grapb of the London docks is absent 
here. Before a steamer discharges, the 
warehouse floor is thoroughly swept, 
outside and in, and the whole place 
thoroughly cleaned. As will be noticed 
from the illustration, the warehouse is 
very close to the water’s edge, and the 
shed projecting beyond, leaves but small 
space exposed to rain between the steam- 
er’s side and the warehouse, and with 
the awnings over the hatchways and 
those over the chutes, there is no reason 
why flour should not be delivered from 
the ship’s hold to the warehouse with- 
out damage even in wet weather. The 
steamers of the Chesapeake & Ohio line 
discharge on the quay shown in the 
illustration with hardly an exception, 
and they always use their own winches 
for discharging flour. This makes the 
use of tents perfectly feasible, whereas 
where the large cranes on the dock are 
used it would be difficult to get a tent 
of sufficient size to allow for the swing- 
ing of the crane. The Chesapeake & 
Ohio line certainly deserves credit for 
introducing this much-needed improve- 
ment in the discharging facilities at 
London, and it is to be hoped that other 
lines will profit by their example, and 
thus bring up the standard of work at 
the port of London to the high standard 
of Liverpool and continental cities.”’ 


In the matter of slack handling of 
flour by chartered vessels over lines 
which do not own their ships and are 
able thereby to avoid responsibility, 
there is a way of making the punish: 
ment fit the crime. This is ;rovided by 
the insurance people who, when weary 
of reasoning with stubborn and stiff- 
necked ocean carriers, have recourse to 
an increase of rates, or, as they term it, 
*tpenalizing the line.”” Even the worm 
is said to turn, and the long-suffering 
insurers finally grow tired of paying 
for the neglect and carelessness of oth- 
ers. A case in point is afforded by the 
recent action of Chubb & Son, as an- 
nounced in the following notice: 


‘The millers have no doubt noticed in 
the columns of the Northwestern Miller 
particulars of the efforts we have been 
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making to try and reform the methods 
of handling flour in London to prevent 
the large amount of extra loss to which 
it is subjected by careless receiving 
and delivery. We are glad to be able to 
report considerable progress at some 
points, but some of the lines from south- 
ern ports, particularly the North Amer- 
ican Lape mes ot Co., of Norfolk, are now 
using practically nothing but chartered 
steamers. These vessels, coupled with 
evident want of care in checking the flour 
from the railroads, make the losses by 
this line much heavier than by lines 
owning and operating their own boats; 
also taking into consideration that the 
North American Transport Co. wished 


to be relieved of all responsibility as 
soon as the flour was on the ship, in- 
stead of meeting their just liability on 
the delivery of the cargo at destination, 
we are forced to give notice of an in- 
crease of the rate of insurance by ap- 
proved steamers by this line from 80c to 
$1, to take effect on shipments made 
from the mills on and after Dec. 1. 

**We regret to be obliged to take this 
step, but we have no other course open 
to us, having repeatedly urged the line 
to appreciate its responsibility. Even 
at this rate we think the shippers will 
be studying the best interests of them- 
selves and their consignees by avoidin 
this route until such time as both rail- 
road and steamship lines appreciate 
the importance of handling flour with 
proper care and treating it with the con- 
sideration it is entitled to.” 


MILLERS should invariably give heed 
to such hints as the foregoing. It is 
to their interest to work in harmony 
with the insurance companies in bring- 
ing stupid and stubborn carriers to a 
realizing sense of the fact that flour 
must be handled properly. Careless- 
ness and disregard of responsibility is 
not to be endured in the economy of 
taking flour from mill to market. The 
miller must see to it that he performs 
his full duty towards the carrier in 
delivering his flour in strong sacks, 
Rroperty packed and on contract time. 

his done, he must insist positively 
that the carrier isequally scrupulous in 
the discharge of its duty. Fortunately 
for the trade there is now no lack of first- 
class, thoroughly responsible inland and 
ocean lines which respond in like man- 
ner to the just requirements of the 
conscientious and honorable shipper. 
Gradually, but with marked and grati- 
fying increase, it is coming to pass that 
the best, most upright and straightfor- 
ward exporters, use exclusively carriers 
of the same character, and deal with 
importers of equal standing. Thus, 
more and more, the slovenly, ignorant 
miller is using the nondescript, irre- 
sponsible carrier and selling to the 
slippery and doubtfal factor. In time 
let us hope, the sheep and the goats will 
be entirely ears in these interna- 
tional transactions. The Northwestern 
Miller may be pardoned for the pride it 
naturally feels in having contributed in 
no — degree to this most desirable 
result. 


THE Northwestern Miller exhibited in 
two departments, or classes, at the Paris 
exposition. Its exhibit, in one class, 
consisted of elaborately-bound volumes 
of its recent issues and a separate vol- 


ume of its last Holiday Number. In the 
other class, it presented, besides these 
volumes, a large number of elegantly- 
bound albums containing views illus- 
trating American mills; American rail- 
way and steamship terminals and ship- 
ping facilities; American elevators and 
the methods used in this country for 
handling and inspecting wheat. In fact, 
the Northwestern Miller was chosen to 
represent in picture and type the Ameri- 
can milling industry, and did so to the 
best of its ability, showing, besides the 
current history and literature of the trade 
as presented in its bound volumes, 
views of typical mills, interior anda 
exterior, in all parts of the country, 
from the largest to the 
smallest capacity. Group 
16, in which this displa 
was made, gave individ- 
ual awards. Group 38 
was a collective exhibit 
of United States period- 
icals and Fy aap 
participated in by sever- 
al hundred American 
journals which, for the 
most part, merely sent 
copies of their current 
editions. A gold medal 
was awarded to the col- 
lective exhibit, made in 
group 3, and in this 
award all the many 
journals composing the 
group shared alike. 
Thus many hundreds of 
American publications 
have been modestly men- 
tioning the fact that they 
‘treceived a gold medal 
at the Paris exposition,” 
which means, simply, 
that they were in the col- 
lective exhibit to which, 
as a whole, the medal 
was awarded. The North- 
western Miller was also 
in this group and shared 
in the glory of obtain- 
ing the grand prize for 
the entire exhibit. In 
group 16, class 103, how- 
ever, individual and 
distinctive awards were 
given,*and the North- 
western Miller received 
a silver medal. In this class the Na- 
tional Association of French Millers 
received a gold medal. Bronze medals 
were given to the Locomotive Fireman’s 
Magazine, to Ores and Metals and to the 
Chicago Record. The Engineering 
News received honorable mention. 
Thus, in the collective group 3, the 
Northwestern Miller,in common with 
every other exhibitor, received a gold 
medal, while in group 16, where indivi- 
dual awards were given, it received the 
silver medal, the highest distinction 
conferred on any American publication. 
The medal has been received and the ac- 
companying illustration is a fac simile 
of it. 


Telegraph Markets 


Amsterdam Market. 


{Special cablegram from Kingsland 
Smith, foreign representative of the North- 
western Miller.) 

AMSTERDAM, Oct. 31.—The following 
prices are delivered terms: 

Per 100 kilos, 
(220% Ibs.) 
First clear r 
Choice low-grade 
Red-dog 





Glasgow Market. 


[Special cablegram from _ Kingsland 
Smith, foreign representative of the North- 
western Miller.) 

Guasaow, Oct. 31.—No improvement 
can be noted in the tone of our market. 
Prices distinctly in favor of buyers. 

Following are spot prices: 


Spring—first patent 258 or $4.20 
Straight -. Bs9dor 3.99 
Prime clear.... -. 2is6dor 38.61 
Second clear... - lis6dor 2.94 
Kansas patent. -. 289d or 8.99 

Winter—first paten . Us8dor 4.24 
Extra Fancy 


‘ancy 
No. 0 Hungarian 
Red-dog 
Bran, per ton 4 
[American quotations per barrel, on the 
basis of exchange at $1.82, are given to show 
comparative values.| 





Liverpool Market, 


[Special cablegram from Kingsland 
Smith, foreign representative of the North- 
western Miller.| 

LIVERPOOL, Oct. 31.—There,.is practi- 
cally no change to note. Demand is 
almost nothing. As usual under such 
circumstances, there is a tendency on 
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the part of sellers to shade prices. To- 
day flour is nominally unchanged, but 
there bas not been sufficient business to 
test values. Prices largely nominal. 
Prices, delivered terms, are as follows 
—c. i. f. quotations are about 9d lower: 


Minnesota first patent 
Minnesota second patent.. 
a first clear 





Winter first patent. 

Winter extra fancy.. 

Kansas patent 

te first grade......... » 298 
Ce) 





[American quotations per barrel, on the 
basis of exchange at $4.82, are given to show 
comparative values.) 





London Market. 


[Special cablegram from Kingsland 
Smith, foreign representative of the North- 
western Miller. 

Lonpon, Oct. 31.—No change to note. 
Same quietness still prevails as has 
raled the market for some time. Prices 
are weak and tend in buyers’ favor. 

Prices, delivered terms, are as follows 
—c,. i. f. quotations are about 9d lower: 


Minnesota first patent......... 
Minnesota first clear 
Minnesota low grade 

Winter first patent 

Winter extra fancy 

Kansas patent 

Hungarian 
Town Households 
d-dog 


{American quotations per barrel, on the 
basis of exchange at $4.82, are given to show 
comparative values.) 


St. Louis Market. 


[Special telegram from C. M. Yager, St. 

Leeks correspondent of the Northwestern 
er. 

St. Louis, Oct. 30.—Following are the 


uotations on pure red winter wheat 
our and other products, in wood, f. o. b. 
St. Louis: 





Per bbl. 


Low grade (in jute} 
Rye flour (Jobbing 
Cornmeal. 
Grits, hominy and pearl meal 

Note—Prices in jute and cotton packages 
rule 25c less than wood. Hard wheat patent 
is 20c under soft wheat patent. 





Boston Market. 


[Special telegram from L. W. De Pass, 
Boston correspondent of the Northwestern 
Miller.) 

Boston, Oct. 30.—The flour market 
is dull, with no material change to note 
in prices. Spring patents are quoted at 
$4.10@4.15 for Chicago brands, with Min- 
nesota patents $4.15/@4.30 and a few Min- 
neapolis brands at $4.40. Winter wheat 
flours are dull and easy; patents $3.90@ 
4.15; clears and straights, $3.60@3.80; 
New York clears and straights, $3.50@ 
3.70; Kansas patents, $3.85@4. Millfeed 
dull, with prices easy and offerings 
more liberal. 

Quotations for flour, mill shipments, 
at the close today are: 

Per 196 Ibs. 


Minnesota clearand straight, wood.$3.20@3.70 
New York clearand straight, wood. 3.60@8.70 
Michigan clear, wood 8.55@3.65 
Michigan straight, wood.... J , 
Michigan patent, wood 8.85@4.10 
Ohio, Ind.,S8o. Ill. & 8t.L. clear,wood 3.56@8.65 
Ohio, Ind. So. Ill. & 8t.L. straight,wd 8.65@38.75 
Ohio, Ind., 8o. 111. &8t.L. patent, wd. 3.90@4.15 
Wis.. Dak. & Minn. patent. wood.... 4 15@4 40 
Kansas patents, wood 


New York Market. 


{Special telegram from A. L. Russell, 
New York correspondent of the Northwest- 
ern Miller.) 

New York, Oct. 30.—The flour market 
has shown a little more strength the last 
two days and is firmly held at the prices 
at close of last week. The wheat rally 
has been too short-lived so far for any 
advance in bid quotations. Exporters, 
excepting to the West Indies, are doing 
very little. City flour continues in fairly 
good demand. Feed is dull but steady. 

Quotations at the close today, millers’ 
prices: 





Barrels. 
$2. 


Superfine 
) LS eee 
Extra No. 1..... 


Straight. 
Patent 


piiehe 
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The increase in the flour output last 
week was 39,000 bbls. The quantity 
ground was 338,130 ~~ against 337,580 
in 1899 and 877,185 in 1898. New wheat 
grinds tough, and with a given amount 
of machinery, not as much flour can be 
turned out in a day as on the 1899 crop. 
While the mills are again running very 
strongly this week, the main incentive, 
—avoiding a 5c per bbl advance in 
freights—will be removed after tomor- 
row, and some of the mills may then be 
shut down. However, the showing for 
the current week as to output will be a 
good one, as the figures may exceed 350,- 
000 bbls. As to volume of business done 
last week, the mills made a good show- 
ing, but profits were about as attenuated 
as heretofore. The decline in wheat = 
mitted millers on some days to acce 
bids that importers had put out, and [ 
this way considerable export business 
was done. Inquiries from abroad were 
also reported numerous, with the offers 
frequently comparing favorably with 
the prices obtainable in domestic mar- 
kets. The domestic trade bought rather 
better, and Thursday, when wheat took 
an upturn, orders came in pretty freely. 
Buyers evidently took hold, feeling 
that if the market was at bottom, they 
wanted to stock up a little. Asa whole 
the mills sold an aggregate quantity of 
flour considerably in excess of the pro- 
duction. 

In the past two days of the current 
week, fair domestic sales have been 
made, but considering the strength in 
wheat, the volume has hardly been up 
to expectations. Prices are 5c lower on 
patent than a week ago. 

If trade does not materially improve, 
some curtailment in output will be 
looked for next week. 


The flour output and exports of four 
weeks, with comparisons, are shown in 
the subjoined tables: 


FLOUR OUTPUT BY WEEKS. 

1900. Bbis. 1899. Bbls. 1898. Bbis. 
Oct. 27..338,180 Oct. 28...387,580 Oct. 20..877,185 
Oct. 20..299,180 Oct. 21..860,000 Oct, 22..36,645 
Oct. 18..220,870 Oct. 14. .814,965 Oct. 15..348,880 
Oct. 6..321,865 Oct. 7..887,420 Oct. 8 .860,405 

FOREIGN SHIPMENTS BY WEEKES. 

1900. Bbis. 1899.  Bbis. 189%.  Bbls. 
Oct. 27.. 74,865 Oct. 28.. 98,045. Oct. 29. .126,440 
Oct. 20.. 58,480 Oct. 21....88,280 Oct. 22..100,515 
Oct. . ' 89,185 Oct. 14...66,475 Oct. - 99,530 
Oct. 6.. 64,270 Oct. 7...82,880 Oct. 8.. 108,262 


* * 
The 21 mills in operation today (Tues- 
day) were: 


Maximum 

Operators. Mill. capacity. 
Barber Milling Co....Cataract........... 1,200 
Christian, GeOrwe OF ......ccesevsescescoss 1,500 
Consolidated Co ..... A (Grown Roller) 8/500 


Consolidated Co 
Consolidated Co..... 1 ) 2, 
Consolidated Co..... D (Northwestern) 2:30 
Consolidated Co ..... E (Zenith) 
Consolidated Co..... Standard 


8 ocraeahia) seven 2,200 





Consolidated Co ..... Excelsior.......... 1,500 
Consolidated Co..... > ne, 00e6ee 700 
600 


National Co........... 
Phoenix Co....... es 
Pillsbury Co... 
Pillsbury Co. 
Pillsbury Co. 
Pillsbury Co . 
Washburn- -CrosbyCoA Secovececcece cee 
Washburn-CrosbyOo B................065 2,42 
Washburn-CrosbyCo C* 7,600 
Washburn-CrosbyCo D(Minneapolis).. 2.900 
Washburn-CrosbyCo E(Humboldt) . 2. 

*Operated partly by steam. +Steam. 

* * 

Quotations of flour today made by 
local and outside mills for car or round 
lots, at Minneapolis, were: 

-——Per 196 Ibs. 
Tuesday. Year ago. 
First patent, in wood....$8.75@4.00 $8.40@8.65 
Second patent, in wood.. 8.60@8.85  8.25@8.50 








Straight, in wood......... 8.50@8.75 8.15@8.40 
Fancy clear, jute ......... 2.40@2.60  2.35@2.50 
First clear, jute........... 2.80@2.40 2.20@2.35 


Second clear, jute a ° d . 
Low-grade, jute........... 1.50@1.60 1.40@1.60 
Rad-dog, jute ............. 1.4001.45 1.80@1.40 

Prices asked by millers for London 
per 280 lbs, c. i. f., including 2 per cent 
commission, are: 





x Last year. 
28 @25s be 2s @24s 6d 
4 @ 


e 18s 6d@19s 9d 

- 48 § @148 6d lds oS 
12s 64@12s 9d 1388s @18s 
Amsterdam ec. i. f. quotations of Min- 

neapolis mills were today: First clear, 





THE WEEKLY NORTHWESTERN MILLER. 


per lbs, 8% @9c guilders; second 
Siear, ae Kook; red-dog, 6c. 

Patent in Liverpool was quoted c. i. f. 
and 2 per cent commission at 24s 6d@25s 
3d and in Glasgow at 24s 6d@24s 9d. 

Quotations of red-dog in jute are: 
London, 12s 6d@12s 9d; Liverpool, 12s 6d 
@l12s 9d; Bristol, 128° 9d@138s; Amster- 
dam, 6% guilders. 

¥ 
The attached table gives the flour 
— < of milling centers for two weeks 
with comparisons: 
Oct. 27, Oct.20, Oct. 28, Oet. 29, 
1900, 1900. 1898. 


Minneapolis ......888,180 299,180 887,580 877,186 
Superior-Duiluth.. 10,700 11,200 30.780 97,280 
Milwaukee ........ 67,300 16,800 41.640 45,960 


Total s 406 180 180 180 409,900 520,415 
5 yee 390 308 190 $82/000 +90:000 


gate....... pod 450,180 491,900 Sess 
Previous week.. ces 450,180 deesce 6 
Indianapolis...... 18,800 18,100 ‘11,840 IS'187 
tThe mills whose product is sold from 8t. 
Louis. The output of the St. Louis and East 
St. Louis mills was 88,000 bbis. 
* * 

Stocks of wheat, corn and oats in pub- 
lic elevators of Minneapolis on Monday, 
with distribution of same, and the in- 
crease or decrease of wheat, are shown 
below in thousands of bushels: 


Wheat 
Wheat. inc. Corn. <<. 
392 83 








Atlanti sees 
“o” Empt on 41 suhe oous 
Cressmn 288 ae. . igen pee 
Pioneer Steel Elev. 3808 *29 eens 21 
Gt. N. Ry, oo 1..... 506 168 12 116 
Gt. N. Ry, No.2..... .... one Payer ‘eal 
Gt. N. Ry. “B*Coma - 16 ase 386 
Gt. Western No. 1 7 5 42 
Gt. Western No. > ° PH 225 1 sabe 
Interior No. If...... 1,205 46 <u oie 
interior Nos.2 & 8t. 542 6 1 451 

40s) Catebineasese 125 4 os comp 
Interstate No. lf... 627 81 ae 18 
Interstate No. ~ 6 ee ee 

K” (B. P. Bacon).. 127 16 és0 ‘ 
Midway No. 1..... 50 ee 
Midway No. ?....... 333 *] ° 196 
Monarch No. it..... 404 106 
Northwestern No.1 210 24 
Northwestern No. 2 ° 
Republict........... 24 91 
Shorehamft........ - 287 8 
St. Anthonyf?...... 68 . ° 
Standard (Sowle 309 7 . 
Star (Van Dusen).. 1,145 *87 1 
NS RETEeSe 108 < 
Victoria (Cargill) 100 10 ee 1 
E. 8. Woodworth . 4 *2 42 
“X” (G. C. Bagley). 355 34 ‘. " 
|, eee 12 

BOGS ccccsdvccsce 11,901 =1,081 2 1,415 


tF. H. Peave ‘Van Dusen-Harrington, 
pilisure, iW. ; Dunwoody. {iOsborne- 
cMillan. Secamhan: 
The —— of flax in store in public 
houses was distributed as follows: 
Oct. 27, Oct. 20, Oct, 28, 


Elevators— bus. bus. ’90, bus. 
SE a dagarveeseee 1,104 8,185 

“oO” Empire......... 8,664 849 29,196 

Pr ee ne ee 

Pioneer Steel Co 50,271 Glee. secase 








sameeaatits No.1. 1,828 Tae ss aawace 
Interstate No. 2 !' ee 67,818 
SEE s4sbdbintecece . 2,98) a... -seauee 
Pdcesstesetne céaae cebnne «00 0 haa 
Northwestern No.1. 6,426 1,741 206 
Northwestern No. 2 @, 942 aren 
Osborne-McMillan. 9,258 88 102,411 
DN chapanewetes, cébane petbea  _60¢ees 

tandard............ 7,890 ae ree 
Te CUEEEEDss -caeece dehgee © ad eade 
“” C. Bagley). ...... vee 
Piillsbary i escepesene “e.  eeaase . sevace 

DOERR, ccoccccccocce 167,584 170,962 260,921 


THE MONEY MARKET. 


The demand for money, particularly 
from grain carriers, appears to be less 
active, and rates are possibly a shade 
easier, particularly on money from the 
east. ew York, Boston and Chicago 
have been doing  considerabe business 
here, and seem more inclined to shade 
rates to place funds than are local banks. 
Only about two large elevator com- 
panies offer paper secured by terminal 
elevator receipts, and on this rates for 
time money are 5@5% per cent _ 
Strong two-name paper pays 54@6 
— The range of prices is shown ~~ 
ow: 

Call terminal receipts, 5 to 10 days. 4% to 5 
Four to six months, terminal ele- 


vator receipts ............eseeseeeee 6 tobe 
Strong indorsed elevator paper.... 544 to 6 
Strong indorsed millers’ paper..... 5% to 6 
Country elevator receipts.......... 5% to8 


Country millers’ indorsed paper... 6 to8 
Common local paper ..............++ 6 to8 
Local banks ask 5@8 per cent according 


to quality of paper. 

London sixty days’ signs documentary 
exchange was quoted by Minneapolis 
banks as follows during the past week: 
Oct. 24.. ee 1 beowes Oct. 27..$2.804@...... 
Oct. 25.... amie ec cece Oct. 29.. 2.80%4@...... 
Oct. 26.. 4@ 

Guilders, three days’ sight, were, Oct. 30 
quoted at 39 15-16. 

TRANSPORTATION AND FREIGHTS. 

Commissioner J. F. Goddard, of the 
Trunk Line association, is quoted as 
saying that effective steps have been 


taken to stop the spitting of freight rates 
in western railroad territory. 

Ocean rates are easier than a week 
ago, but not materially lower. 

The advance of 5c per bbl on flour 
from Minneapolis to the Atlantic sea- 
board goes into effect Thursday, both 
by lake and by all rail. With freights 

well maintained for six weeks past 
shippers are more inclined than usua 
to look for the advance to be enforced. 

The attached table gives all-rail rates 
on flour, millstuff, etc., effective Nov. 1 
in cents per 100 lbs: 










From *Chi- 

To— Minneapolis. cago. 
Akron, Ohio 18.5 8.0 
N. Y 16.2 

9.2 

18.2 

18.7 

9.2 

8.0 

8.0 

8.0 

7.2 

9.2 

18.7 

6.0 

6.5 

13.7 

6.3 

7.2 

6.5 

7.2 

9.0 

8.7 

pheotedcacecsss VJ 16.7 

O1le City, Pa...... coe ae 9.2 
Pittsburgh, Pa . 18.5 9.2 
Philadelphia .. 28.0 14.7 
Rochester, N, Y. 22.0 18.7 
Sandusky, Ohio............... 18.5 8.0 
BYPACUSS, N.Y i.cccccccccccece 22.0 18.7 
Po eee 18.5 7.2 
Youngstown,Ohio............ 18.5 8.7 
Wheeling, W. Va. ..........-- 18.5 9.2 
BINGE cs \cdidashscaacenss 23.0 14.7 


*Proportion of Minneapolis rate. 

Lake-and-rail rates on flour, mill- 
stuff, etc., from Minneapolis, after Nov. 
s will be as follows in cents per 100 lbs: 

To— To— 
Boston..... Mass. 24 Washington.D.C. 19 
New York... N.Y. 22 Syracuse..... N.Y 19 
Albany...... “21% Rochester.... “ 
SAR = He Bouse Morris “ 19 
Schenectady “* 214 Buffalo........ “ 153 
Philadelphia .Pa. 20 Cleveland. -Ohio 15 
Uti N.Y. 20 Fairport..... 15% 


Ls + SEES ..Md. 19 

Through lake-and-rail rates on flour 
from Minneapolis, Duluth and Milwau- 
kee, based on rates effective Nov. i, 
were reported obtainable today (Tues- 
day), in cents per 100 lbs, as follows: 





——-From 

Minne- Mil- Du- 
To— apolis. waukee. luth. 
BOGOR, 40d ccoccccesicen 87. 80.88 83.28 
Liverpool............++. 83.10 25.60 28.50 
GIRBBOW...0.060 ccccce seve 36.10 28.60 81.£0 
60 81.10 3400 
60 30.10 33.00 
29 81.79 84.89 
88 30.38 $3 28 
10 36.60 89.50 
60 81.10 34.00 
60 30.10 83 00 
60 81.10 84.00 
48 80. 38.88 
51 38.01 40.91 
51 88.01 40.91 
.! 83.10 86.00 
38.72. 41.62 
36.60 89.50 
36.60 89.50 





The Minneapolis stock of oats in- 
creased nearly 400,000 bus for the week, 
and is now 1,414, 000. 

J. H. Heath, of Heath & Song, oatmeal 
millers, Fort "Dodge, Iowa, was in Min- 
neapolis Wednesday. 

Local millers say that most of the sam- 
ples of new buckwheat they have so far 
seen have been musty, arising from 
dampness. 

CEREALS AND FEED. 

There has lately been an unusually 
heavy call for oats in this market, par- 
ticularly for shipment northward. The 
relatively higher cost of corn induced 
the larger buying of oats. 

Minneapolis quotations for cereals 
and feed products, net to jobbers, are: 
beng cornmeal and cracked corn, 

$14.50@ 


DOP OOM. cccccscccccccccccestocccces 14.75 
No i ground feed, per ton........ 14.50@14.75 
No. 2 ground feed, per ton........ 14.756@ 15.00 
No. 8 ground feed, per bs peace 15.00@ 15.25 
Oat meal feed, 100-Ib sacks........ 11.50@..... 


Granulated yellow cornmeal, per 
lin sacks 


Corn meal, white per bbl in sacks. ..1.85@1.90 
Hiemitay, per bbl in sacks— 





ne.. 
Rye flour, pure per bbl in sacks.. 


Rye flour, best per bbl in sacks.. : 2:80@2.40 
Rye flour, Standard white.......... 2.20@2.30 
Graham, rye per bb! in 8acks....... 2.25@2.85 
Buckwheat, sacks, per bbl.......... 5.00@5.40 
Wheat graham, pure per bbl, sacks. 2.90@3.00 
Graham flour, standard............. 2.70@2.80 
Rolled oats. "to lbs, wood........... 8.00@3.10 
Rolled oats, per bbl, in 90-lb sacks. 2.80@2.90 
Rolled oats, per bbl, in 45-lb sacks. 2.90@3.00 
ae. bulk— 
lax grass seed, ton (nominal) .. .$6.50@ 8.00 
Flax wild buckwheat, ton (nom’l) 8.50@ 9.00 
Bis CO oc desececicvdccccicoscoveccce 8.00@ 9.00 
BO GNORs BOR. cineccocccccs coccccooce 8.00@ 9.00 
Fancy chicken feed, ton........... 12.00@ 14.00 
Chicken feed, ton, second quality .10.50@12.00 
Cockle bran, ton...... ......-++-++« 6.50@ 8.50 
Wild mustard. sacks................ 28.00@25.00 


851 


Millfeed has been dull and heavy all 
the week and prices have suffered some- 
what. There is no large demand from 
the east, and with the large production 
and generous quantities in transit and 
in nag some holders have felt it nec- 
essary to shade prices and get rid of 
= of their load. Middlings or shorts 

ave been weaker than bran and show 
some evidence of declining to a point 
below bran. The advance in freights of 
50c per ton Nov. 1 leaves the market un- 
settled as to values. Traders hardly ex- 
pect the east to pay that much more for 
feed, and if it does not, prices f. o. b. 
Minneapolis will have to decline pro- 
| aeecany ig Red-dog cannot be worked 
‘or export, and with domestic demand 
not ae prices are by no means 
stron Minneapolis car-lot prices to- 
day ( Puesday) mee 

Bulk, ton. In 200-Ib sks. 


Standard bran ...... $11.40@11.65  $12.16@12.35 
" 11.50@11. 12.25@ 12.50 

11.50@11 12.25@ 12.60 

18.00@ 18.25 18.75@ 14.00 

25@18.50 *14. — 





og 
Mixed BODE scecsivece os voeBocece 
*Jute sacks in 140-1b. 


The Boston range of prices for millfeed 
is reported below: 
In 200-Ib sacks 









Coarse 16.50@ 16. . 

Standard ta middlings. 16.50@16. 76 17.50@ 18.00 
Flour middlings..... 18.00@18.25 18.60@18.75 
Mixed feed............ 7.76@ 18.00 26@ 18.50 


18 
Red-dog. 140-Ib sacks 18.050 18-00 19.00@ 19.25 
The Muscatine (Iowa) Oatmeal Uo. 
sustained damage from fire Oct. 20 to 
the amount of $17,000; insured for $11,000. 


PEAS AND BEANS, 


Minneapolis quotations are: 


Peas—including bags— Per bu. 
Yellow, choice $1.68 





Black-eye marrowfat 55 

ee ER rrr er 25 
Beans—including bags— 

Navy, choice hand-picked................ $2.40 

Navy, €OOd screened,.............cceceees 2.20 

BOWE OF HWORIMas 6. da sccccsccvccccccccvce 2.50 


FLAX AND ITS PRODUOTS. 


Broomhall reports that in a ges 
linseed has suffered considerably from 
mould, following rain. 

J. Kellogg, of Spencer, Kellogg & Co. 
operating an independent linseed mill 
at Buffalo, N. Y., was on ’change yes- 
terday. 

Oil cake is still in very good demand 
and prices are firm. Quotations in car 
lots are $25.50 per ton for cake and $26.50 
for meal. 

Stock of the American Linseed Co. 
made in Chicago last week a heavy ad- 
vance, which was attributed to the 
reported probability of the English 
company absorbing the American com- 
pany. 

It is stated that the American Linseed 
Co. will at once equip from twelve to 
fifteen of its western plants with auto- 
matic sprinklers. C. Wall, former! 
chief of the Toledo fire department, will 
have charge of the company’s fire pro- 
tection system. 

The North Dakota agricultural col- 
lege, in analyzing new flaxseed, is re- 
ported to have found that scaly seed 
contained 38.7 per cent of oil and per- 
fect seed 37.48 per cent; also that, in 
a the germinating quality, 60 per 
cent of the scaly seed and 90 per cent of 
the perfect seed would sprout. A large 
part of the crop contains scaly seed. 

There is considerable talk of the state 
grain inspection department creating 
rT grade of flax, that broader rules 

wy | be applied to the varying qualities 
of this year’s p> The flax men assent 
to this, but ask that in whatever change 
is made, specific quantities of perfect 
flax be named, that not too much may 
be left to the discretion of the inspector. 
It has been suggested that the changes 
could be made to apply after Jan. 1, no 
sales for which month have yet been 
made. 

The inspection of flax received at Min- 
neapolis for the week ended Saturday 
was as follows, in carloads: 

Oct. 27. Oct. 20. Oct. 18. 

369 283 113 


Rejected bbbioseavesved 645 884 217 
WO Bai cc cciccscici 14 l4t 90 
DOOR scccccscecccoces 1,028 758 420 


Daily closing yews per bushel, of 
flax in Minneapolis and Chicago have 
been as follows: 


Minneapolis. Chicago. 
—Cash— h— Oct., Dec., 


1900. 1899. 1900. 1899. 1900. 1900. 
Oct. 17.... 1.8544 1.20 1.79 1.30 1s 1.40 
Oct. 18.... 1.8136 1.28. 181 1.81 1.81%@ 1.67 
Oct. 19.... 1.86 1.2534 1.85 1.82% 1.85 1.70 
Oct. 20.... 181 1.25%@.... © 1.82% 181 1.70 
Oeb. Ba.cce LTB «ccc. cscs ‘iesee RS LMG 
Oct. 28.... 1.72 1.20%4.... 126% 1.70 1.64 
Oct. 24... 1.68 1.21% 1.78 .... 1.67 1.60 
Oct. 26.... 1.76 1.24 1.78 1.17% 1.75 1.Az 
Oct. 26.... 1.74 1.28 1.79 1.20 171 1.68 
Oct. 27.... 1.72 1.24%....  1.2436.... 1.64 
Oct. = ' te 1.7634 .... 169 1.62 
Oct. 1.69 - 1.2834*1.76% 1.27 1.68 1.6834 


Shanes $1.74@1.77. 





852 


LOOAL AND PERSONAL. 

P. E. Hickey, one of the Washburn- 
Crosby Co.’s travelers, is at headquar- 
ters. 

J. P. Coan, one of the Washburn-Cros- 
by Co.’s travelers, is home from a trip 
in the east. 

F. H. Soper, with E. W. Paige & Co., 
New York, bas been in Minneapolis on 
a short visit. 

The depreciation in millfeed, with 
margins on flour as close as they are, is 
appreciably felt by millers. 

The water power in Minneapolis and 
at other milling points in the northwest 
is all that could be desired. 

H. E. Brooks, manager of the Central 
Minnesota Power & Milling Co., Sauk 
Center, Minn., was on ’change today. 

John Maddock, paceneciag agent of 
the Pillsbury-Washburn Flour Mills 
Co., is in the east and may be gone 
three weeks or longer. 

Northwestern millers in speaking of 
an export trade, now paraphrase the 
word ‘'nil’’ so often used by importers, 
by saying itis ‘'nit.” 

Minnesota mills continue to experi- 
ence a light trade in Iowa, owing to the 


home mills having an advantage ina, 


large wheat crop to grind. 

E. Dinsley, representing the Millers’ 
National Insurance Co., of Chicago, has 
been paying a visit to Minneapolis and 
other points in the northwest. 

W. L. Tiffany, who, with W. H. Dun- 
woody, in 1875 operated the old Arctic 
mill, is now in Minneapolis. His home 
is in Boston, but he will spend some 
time here. 

H. C. Garvin, manager of the Bay 
State Milling Co., Winona, Minn., and 
W. B. Parsons and E. D. Dyar, of the 
same city, and L. M. Leffingwell, man- 
ager of the Northern Linseed Co., Min- 
neapolis, have applied for membership 
in the Chamber of Commerce, 

T. A. Sammis has bought an interest 
in the State Elevator Co., and has be- 
come manager of its business, succeed- 
ing C. E. Thayer. The latter will take 
a little time for recreation and rest, but 
will probably re-engage in the grain 
business here at a no distant day. 

At Minneiska, Minn., Oct. 24, two ele- 
vators, one belonging to the American 
Malting Co. and the other to the Farm- 
ers’ Elevator Co., were burned. The 
Malting company’s loss is placed at 
$2,200; insurance, $1,000. The loss on 
the farmers’ elevator was $2,500; insur- 
ance, $1,500. 

J. L. Martin, representing the Indiana 
Millers’ Fire Insurance Co., is spending 
a few days in the northwest, inspecting 
some of the milling and elevator risks 
of his company. Mr. Martin was for- 
merly with the Ohio Millers’ Fire Insur- 
ance Co. and has a large acquaintance 
in Minneapolis and the northwest in 
general. 

The big Grandin farm in North Dako- 
ta, consisting of 40,000 acres, and made 
famous because of the large quantity of 
wheat raised upon it, has been divided, 
the Messrs. Dalrymple taking 10,00u 
acres each and the Messrs. Grandin 
20,000. Poor health of one of the part- 
ners is given as the reason for making 
the division. 

At the invitation of Major Lockwood, 
government engineer in charge of the 
reservoirs on the head waters of the 
Mississippi, W. D.. Washburn, J. S. 
Pillsbury, H. L. Little and William de 
la Barre, engineer of the Minneapolis 
water power, will accompany him on a 
visit on Nouv. 10 to Lake Winnibigosh- 
ish and Leech Lake, two of the reser- 
voirs which have been repaired during 
the past summer. 

G. A. Thomas, who has just returned 
from a trip through middle western 
states for the Washburn-Crosby Co., 
says that some of the winter wheat mill- 
ers are ‘'kicking’’ because farmers, in 
doing, their gristing, ask for spring 
wheset flour in exchange for the winter 
wheat they deliver. The grangers are 
convinced of the superior quality of 
spring flour and they insist upon hav- 
ing it and no other. 

The mills that are grinding new 
wheat find it very tough and dilficult to 
mill. The proportion of offal obtained 
is larger than usual, and yields will 
probably not be as close as last year. 
The worst of the crop appears to be now 
coming in, and there is some basis for 
hoping that as the season advances, the 
wheat received will be in better condi- 
tian. With all the trouble of milling 
the new wheat, the flour produced from 
it appears to be very strong and other- 
wise of superior quality. 

It will be several days yet before it 
is known what action the Minneapolis 
Chamber of Commerce will take in 
respect to making a 25-year contract 
with the new Exchange Telegraph Co. 
to furnish it with Chicago grain quota- 
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tions. Slips have been mailed members 
on which they are asked to express 
themselves, for or against the propo- 
sition, for the guidance of the directors, 
and these have not yet all been re- 
turned. From some members there is 
opposition to such a contract, as they 
deem it unwise to bind the exchange to 
so long a contract. However, what will 
be the result of the ‘vote’ is at this 
time uncertain. 

Harper Campbell Perry, of Sligo, Ire- 
land, manager for Harper Campbell 
Ltd., flour and corn merchants, arrive 
in Minneapolis this morning from Chi- 
cago, and will remain until tomorrow 
night, when he will leave for the Pacific 
coast. Today he is spending part of his 
time in the milling district, being shown 
around by the Pillsbury company. This 
is Mr. Perry’s first visit to this country, 
though his firm has handled American 
flour for years. Returning from the 
west, he will visit the mills of Kansas 
City and St. Louis, then on to Washing- 
ton and Baltimore. Mr. Perry comes 
from a family of millers, his father and 

randfather having owned mills, and 
the firm of Harper Campbell operates 
a small corn or maize, mill. In Ire- 
land, Mr. Perry said, the English 
millers are paying more attention to 
the requirements of the trade. A very 
few years ago they were decidedly inde- 

endent, and should a large dealer want 

our packed in special packents orany- 
ing out of the regular, the English mill- 
ers would refuse to fill the or er, saying 
that he could take what they were using 
or go somewhere else. Many of them 
accordingly came to America, where the 
millers do anything in reason to please 
their customers. he firm of Harper 
Campbell handles mostly St. Louis 
winter wheat flour from soft wheat, 
some spring wheat flour, a little flour 
from hard winter wheat, which is still 
an ———— in the Sligo market, and 
flour from the Pacific coast. Their cus- 
tomers are the wholesale grocers and 
the bakers. Mr. Perry said that corn, 
or maize, as human food, is losing 
ground in Ireland. 

OPERATIVES’ DEPARTMENT. 


E. M. Kerlin is now in charge ofa 
mill at Calgary, Alberta, N. W. T. 

A. 8. Craig, in charge of the Freeman 
mill at Superior, Wis., was in Minneap- 
olis Thursday. 

George Brown, millwright, has gone 
to Osseo, Wis., to do some work ina 
mill for the Willford Mfg. Co. 

Joseph Julicher, head miller for G. W. 
Van Dusen & Co., at Canby, Minn., was 
in Minneapolis for a few days last week: 

The Willford Mfg. Co. has sent A. R. 
Hogeman, James Dewar and A. 8S. 
Limond, millwrights, to Alden, Minn., 
to install machinery in the mill of the 
Walker Milling Co. 

J. J. Waltz, of Winona, Minn., will 
become head miller for the Parker- 
Leland Mill Co., at Winnebago City, 
Minn., be baving purchased an in inter- 
est in that company. He succeeds F. E. 
Bolton. 

MILLFURNISHERS. 

The Richmond City Mill Works, Rich- 
mond, Ind., has discontinued its Min- 
neapolis agency. 

W. J. Ashley, Renville, Minn., was in 
Minneapolis last week looking up the 
cost of machinery for a 50-bb1 mill. 

W. D. Gray, at engineer for the 
Edw. P. Allis Co., Milwaukee, has been 
in Minneapolis for a couple of days. 

J. W. Birdwell, in the 70’s prominent 
among the machinery men of Minneap- 
olis, is now connected with the Minne- 
apolis-St. Paul street railway. 

Honstain Bros., contractors, have been 
sued by Julius H. Alwin for $20,000 in 
damages, claimed on account of injuries 
received in falling from scaffolding. 

J. I. A. Hunt, a miller of London, 
Ont., and M. McLaughlin, of Toronto, 
have been in Minneapolis the past two 
days, investigating wheat driers. 

Seymour Carter will add another high 
pressure boiler to the Gardner mill’s 
steam plant at Hastings, Minn., and 
has given the order to William Bros, 
the Nicollet Island boiler maker. 

George Hastings, of the Lake of the 
Woods | Co., Keewatin, Ont., 
and George Kelley, head miller for the 
same company, were in Minneapolis 
last week, looking up the wheat-drying 
question. 

The Twin City Iron Works are becom- 
ing recognized as one of the important 
engine-building concerns in the west. 
Recently they have received a contract 
fora —~ Cross compound engine for 
a large electric light plant at Albert 
Lea, Minn.; also for two of 100 and 20 
horse-power, respectively, to go to 
Hutchinson for a like purpose. The 
highly satisfactory results given by the 
Twin City engines have been responsi- 
ble for the numerous orders obtained 
for them. 


Minneapolis Grain Markets. 


Wheat has been heavy and has shown 
a declining tendency most of the week. 
The range of December has been within 
1%c; high point—74%c—was touched 
Thursday and low point—73c—Saturday. 
The condition of the Argentine crop bas 
exercised more influence over the mar- 
ket than anything else, and the reports 
of 40 per cent damage has given the mar- 
ket most of its strength in the past two 
days. Since Oct. 8, December wheat 
has declined, taking 73c as low point, 
64c per bu, and is now 7%c higher than 
a year ago. Compared with last Tues- 
day, prices are lower by %c; apes No. 
1 northern by %c; while May is \c high- 
er. The mills last week ground about 
1,460,000 bus wheat and will this week 
require around 1,500,000. With the week’s 
receipts at 2,540,000 bus, nearly 100,000 
bus more than in 1899, the public stock 
increased 1,031,000 bus, and is 2,600,000 
larger than oem ago. Rainy weather 
has le over the northwest to a 
considerable extent during the week and 
by retarding threshing as well as other 
work, has restricted deliveries by farm- 
ers at country points and reduced re- 
ceipts in terminal markets. This sort 
of weather still continues. 

With the mills running strongly, good 
milling wheat has been in active de- 
mand, and the lower grades in good 
condition have advanced in price com- 
pared with the higher grades. Wet, dirty 
wheat, however, is of very slow sale 
and is sold at 40@50c. Spot No.1 north- 
ern commands ic premium over Decem- 
ber, while No. 2 goes at %@lc under De- 
cember. 

¥* * 


The appended table shows closing 
prices, in cents per bushel, at Minne- 
apolis, of No. 1 northern, No. 2, No. 3 
rejected and no-grade, December and 
May wheat: 

Rejected 
No.1 and no 
nor. No.2. No.8. grade, Dec. May. 
17% T44@75% 70 59 @70 7% 
“"78%4 Taig@74¥4 70% 58 @70 
..16% 7T3%@74% 70% 62 @68 
10% THATIY, 10% 58 
16% TBigaTsts B04 42 
15% 724 @73', 6944 57 
-74% 71 ans 69 «64 
-7544 724@738% 70 55 
74% 72 ~_ 6954 45 @ 
‘1822 Ti3gaT7li4 6854 50 
- OV... 4 @.uss 
. 80, 99. 6654 644 e282 52 
. 81, "98.64% 626 .... 56 
¥% * 


Wheat in public elevators of Minne. 
apolis, as reported by the Chamber of 
ommerce, is shown below: 

Oct. 27, Oct. 20, Oct. 18, Oct. 28, 

bus. bus. bus. ’99 bus. 

No. l hard. 96,309 97,292 99,397 136,382 

No.l north 5,762,152 5,548,006 5,414,248 4,670,449 
920,83 4 608 7 


No.2 north 844,346 734, 
165,897 129,865 84,480 
6,940 2 2,889 
grade.. 21,517 9,787 758 
Spec’lbins 4,845,939 4,198,302 3,466,068 8,629,865 


Totals... 11,900,847 10,869,660 9,846,792 9,315,716 
In '98.. - _ 685,661 666,271 719,780 . 
- 6,187,000 5,142,000 3,980,000 
+++ 16,436,000 15,817,000 14,527,000 
¥* a 


The inspection of wheat received at 
Minneapolis for the week ended Satur- 
day was as follows, in carloads, with 
comparisons: 


. 





No. 1 northern.......... e 
No. 2 northern... 

No. 8 northern 
Rejected. 

No grade. 

Winter 


2,855 


Stocks of coarse grains in public 
houses at Minneapolis are, with com- 
parisons: 

Oct. 28, Oct. 29, 

1899. 1898, 

671,340 
987,644 
109,269 

16,889 
128,167 


Oct. 27. Oct. 20. 

Corn, bus 22,516 11,998 

Oats, bus....1,414,787 1,063,026 

Barley, bus...101,217 101,125 

Rye, bus...... 11,987 18,557 

Flax, bus 167,584 170,962 
*% * 

Following were the receipts and ship- 
ments at Minneapolis for the weeks 
ending on the dates given: 

RECEIPTS. Oct. 28, 

Oct. 27. Oct. 20. 1899. 
Wheat, bus 2,589,800 2,562,210 2,455,110 
Flour, bbis... ee 4,361 2,445 4,460 
Millstuff, tons 248 179 227 


211,410 
289,123 


831,800 
820,108 
11,508 


Wheat, bus 
Flour, bbls 
Millstuff, tons 
* 

The following were the receipts and 
shipments of wheat at Minneapolis in 
bushels from Sept. 1 to Oct. 27, 1900, 
with comparisons: 

1900. 1899. 1898. 

Receipts .... 17,657,470 20,231,096 19,692,795 
Shipments... 1,744,630 8,480,120 8,547,430 


OorToBER 31, 1900. 


The movement of coarse grains at 
Minneapolis for the weeks bern | on 
the dates named below, as compiled by 
the Chamber of Commerce, was: 


REOE: \° 
* Oct. 28, Oct. 29, 
1899. 1898, 


Oct. 27. Oct. 20. . 
Corn, bus..... 58,940 56,000 72,170 41,040 
800 664,800 227,720 284,740 
478,280 155,760 66,360 
82,480 12,920 38,640 
502,740 287,720 122,450 

HIPMENTS. 
400,060 36,980 
29,120 82,640 14,980 
408,650 285.880 10,450 

* * 
Daily closing prices of No.8 corn at 
——— during the past week have 
m: 


96,460 
26,520 
100,050 


4 Oct. 2B... .cccrcee 
Oct. 27 


Daily cash closing prices of No. 3 
white oats at Minneapolis have been: 


1 
O/e 
Daily cash prices of rye in Minneapo- 
lis have been: 
Oct. 28....... $.4794@..2. OCt. 26......000005 $.47 
Oct. 24 @.... Oct. 27... 46 
Oct. 25 47 @.... OCt. 20........000 46 





Closing Wheat Prices. 


The following table shows closing 
prices of December wheat at points 
named, on each day of the week ending 
Tuesday: 

DECEMBER WHEAT. 
Tues. Wed. Thur. Fri. Sat. Mon. 


6 2%. 2. 2 

7454 .784% .78% . 

oat eS 7 59 145 74 ae 
CAgZO....... . . B- Be . 
St. Louis...... si % 1% «7 


New York..... 77 78% .77% . 
* Holiday. 


Visible Supply Statement. 

The attached table gives the visible 
supply figures of the Chicago Board of 
Trade in millions and thousands, the 
hundreds being omitted: 

Oct 


Oct. 27. Oct. 20. Oct. 18. 28, 1899. 
778 68,818 66,978 49 


8,914 29 18,716 
6,913 
1,098 
2/876 


78%, 





12,310 
595 





STEAMSHIPPING. 


Ocean rates on flour, from Atlantic 
ports, as quoted by Minneapolis agents 
‘Tuesday, were as follows in cents per 
100 lbs: 





r From 
Phil- New- 
New Bos- Balti- adel- Mon- port 


To 
Aberdeen 
Amsterdam... 


Gothenburg 
Hamburg 





Londonderry.. 
Manchester.... 
Newcastle 

potereomn a 


St. John’s, N. F. 17. 

Owing to frequent changes, the above rates 
are subject to confirmation. 

Steamship companies usually make the 
same rates on oil-cake and cornmeal that 
they do on flour. 





Reasonable Time for Unloading Cars. 


The Interstate Commerce Commission 
in the case of the Pennsylvania Millers’ 
State association against the Philade!- 
phia & Reading road, and others, holds 
that forty-eight hours is an unreasona- 
bly small allowance of time for unload- 
ing where oD scape of such time has to 
be consumed in attending to the prelim- 
inaries necessarily antecedent to the act- 
ual process of unloading. The commis- 
sion further holds that forty-eight hours 
is areasonable time for the actual un- 
loading. The commission also decided 
that by section 1 of the act to regulate 
commerce, storage is named as a service 
in connection with transportation and 
the charges therefor are required to be 
reasonable and just and publicly posted. 





W. H. Spear may sell his mill at 
Gary, 8. D. 
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THE CAIN MILL CO. 


[Subject of front page illustration.| 


Our frontispiece this week illustrates 
the handsome property of the Cain Mill 
Co., of Atchison, Kansas. It also shows 
likenesses of Douglas M. and Victor A. 
Cain, whose energy and business enter- 
prise are se raya A ringing their mill’s 
products into prominence. 

Probably no millin the southwest is 
better or more favorably known to the 
trade than this plant. The Cains en- 
tered the milling business in 1883, the 
firm being established by Alfred D. and 
John M. Cain. Since that time and till 
their death, they prospered and ex- 
panded. In January, 1898, on the death 
of Alfred D. Cain, to whom the mill be- 
longed, the management of the business 
devolved upon his sons Douglas M. and 
Victor A. Cain. Although many years 
younger than mill managers usually 
are, they took hold with a vim, with the 
result that business demands compelled 
them to close down in the spring of this 
year for a thorough rebuilding and en- 
iargement. After making a tour of all 
the most successful mills, the Barnard 
& Leas Mfg. Co.’s plansifter system 
was selected as ‘the most satisfactory. 
In letting the contract, the matter of 
price was not considered, the only ob- 
ject Wr A get the best. Thatthe Bar- 
nard & as aaeetey thoroughly un- 
derstands the art of designing a mill is 
evidenced by the fact that practicall 
no changes were required after the mi 
was started, and it has run continually 
ever since, 

The mill contains a full complement 
of plansifters, rolls, purifiers, etc., in- 
cluding every by uae appliance 
known to flour milling. On the first 
floor are the 20 stands of rolls, which are 
equipped with all the modern improve- 
ments and are doing the best of work. 
This floor also contains the packers. 
The second floor is merely a spoutin 
floor. On the third floor are the puri- 
fiers, centrifugals, bran and shorts dust- 
ers. The fifth floor contains the five 
plansifters and the cleaning machinery. 
All these machines are arranged accord- 
ing to the flow sheet furnished by the 
Barnard & Leas Mfg. Co. The capacity 
of the mill s 800 bbls per day. 

The mill building is substantially 
constructed throughout. The walls and 
ceilings are finished in white; all gird- 
ers and posts are polished walnut and 
the spouting and elevators are of var- 
nished poplar. 

The management is highly delighted 
with the yield and percentages, and the 
consumption of power is very satisfac- 
tory, the fuel cost being exceptionally 
low. 

The output of the mill consists solely 
of Kansas hard wheat flours which they 
are putting out under the old estab- 
lished brands of ‘'Cain’s No. 1,’’ 'tOr- 
ange Bloom,’’*'Sterling,’’ and '' Daisy.”’ 
No effort or expense has been spared to 
keep these brands at their usual high 
standard and the fact that the company 
now has many customers who were 
buying when the mill was first built, is 
sufficient evidence of liberality and fair 
dealing. The company is enjoying a 
very fine export and domestic trade and 
is a long way behind on its orders. 
Further additions are contemplated in 
the spring, including another large ware- 
house and an extensive corn goods plant 
designed for the southern trade. 





Consumption of Corn in Germany. 





Under date of Sept. 11, Vice and Act- 
ing Consul-General Hanauer, of Frank- 
fort, writes as follows to the department 
of state at Washington: 

Indian corn does not mature when 
planted in Germany and other countries 
of central and northern Europe. Since 
(891, when Europe imported. but 23,000,- 
00 bus of this grain from the United 
States, its use as cattle feed has steadi- 

y grown, and last eae imports from 
ihe United States alone aggregated 189,- 
(00,000 bus. Of this, 45,250,000 bus went 

Germany, which country also im- 
orts small quantities from Turkey and 

‘oumania. If our exporters were to 
inake energetic efforts to educate the 

‘Uropean people to the various uses of 

ndian corn as a palatable and whole- 

ome article for human food, our ex- 
rts in cornmeal and corn would at- 

‘in astonishing proportions and be- 

me of great benefit to the poor work- 

'g classes of Europe. A commence- 

‘ent might be made by introducin 

orn cakes, mush, hominy, corn bread, 

‘c., in the ‘tpeople’s kitchens” of the 

irge cities in Europe, where a cup of 

)ffee can be had for a small sum—here 

) Frankfort for 5 pfennigs (1%c). 





The Worts Co., of Oswego, N. Y., has 
‘en incorporated, with $10,000 capital 
tock, to make bake-stuff and confec- 
ionery, 
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one Pg SCR cater ee pretties te 
Fey herein provided praptr ora: Sco 
to the Wortkccciorn Mitler.| 


There has been little or no change in 
the milling situation here. The news 
that ane, Ry a A pean B vig =: 
ago m w ropriety, be 
repanteds “phe f decline in wheat 
simply had a more effect on 
the buying of flour; except for one or 
two Gaye the local millers made few 
sales. Thursday, when wheat showed a 
little strength, one or two of the millers 
made some fairly large sales to the 
eastern markets, to New York especial- 
ly, and again on Friday some of the of- 
fers made the previous day were accept- 
ed. The prices ranged around $3.40@3.45 
bulk, Chicago, for patents. The lower 
price is the ruling quotation today, al- 
though the millers would like, if possi- 
ble, to obtain 5e more. The mills are in 
full operation, and will continue so until 
their orders booked for prompt delivery 
are out of the way. The current indica- 
tions are that concessions may be made 
whereby the prevailing freight rates—at 

resent to continue only until a short 

ime after Nov. 1—may be obtained even 
later than that date. very buyer in the 
country, apparently, is bearish in his 
views of wheat, and is holding off as 
long as possible before placing orders 
for flour. This was especially notice- 
able the past few days, for where a buyer 
could be found in want of flour he has 
invariably hammered away for prices 
that net the miller little or no 
oo poy and very often the miller has 
ad to make a 5c split. The buyin 
here has narrowed down to such sma 
proportions that there is not an agent in 
town who—no matter how low the 
rices—is not complaining of his sales. 
his applies to salesmen of all mills 
alike. ansas patents are still offered 
rather freely at $3.35@3.50 for extra fancy, 
and for average grades, 10c and l5c less. 
Winters are held at $3.70(@4, wood. 

Nors.—For flour quotations see “Tele- 

graph Markets” on another page. 
MILLFEED AND CEREALS. 

The receipts of millfeeds were small 
from the north and west and the de- 
mand has = been moderate. Bran 
at the city mills is held at $13@13.35 
bulk, and middlings 50@75c higher. 

As predicted last week, buckwheat 
flour shows a decline. Wisconsin mill- 
ers, at the close last week, offered pure 
flour at $2.35 per 100 lbs in grain bags 
which is 5@10c under the value aske 
ten days or two weeks ago. 

RAILROAD NOTES, 

The Canada-Atlantic Transit Co. an- 
nounces that it is now in a position to 
make a shipments of grain and 
package freight to Europe via Quebec. 

The largest grain cargo ever taken out 
of the Chicago harbor was loaded on the 
Bessemer Steamship Co.’s steamer Sir 
William Siemans, Thursday. The cargo 
consisted of 292,000 bus of corn and oats, 
and Capt. Moody, in command of the 
vessel, said that she could easily have 
taken 300,000 bus. 

The tariff rates on flour to the leading 
eastern points by lake and rail are as 
follows, in cents per 100 lbs: 








Chicag Chicago to 
Boston .......+++. % Baltimore........ 11% 
Albany ........... l4 Syracuse......... ll 
Tonawanda ...... .... Rochester........ ll 
e uffal 8 





Receipts and shipments of grain at 
Chicago for the weeks ending on the 
dates given were: 


RECEIPTS. 

Oct. 27, - Oct. 20, Oct. 26, 
1900. 1900. 899. 
Flour, bbis........ 133,782 169,301 117,606 
Wheat, bus........ 1,177,607 1,425,810 1,186,045 
Corn, bus.......... 1,916,060 2,720, 2,828,588 
Oats, bus .......... 334 2,136,148 2,187,862 

Rye, bus..........+. 57 
Barley, bus........ 798,260 758,785 

SHIPMENTS. 

Flour, bbis........ 96,850 188,511 94,708 
eat, bus........ 1,017,834 1,461 134,292 
Corn, bus.......... 426,502 2,772, 8,046,968 
Oats, bus.......... 1,868,602 1,692,875 1,797,672 


Rye, bus........... 21,704 26,781 10,019 
Barley, bus........ 128,808 214,160 810,915 


‘ NOTES. 


George Butcher, of Minneapolis, man- 
ager of the Morton he} og Merchant 

illing Co., was a visitor in this mar- 
ket last week. 

J. Heissler, of the Heissler & Junge 
Co., large bakers on the south side, ar- 
rived home Wednesday from a two 
months’ trip abroad. 

Robert Dunlop, of Glasgow, Scotland, 
a well-known flour importer, is makin 
a 7 around the world, accompanie 
b rs. Dunlop. They spent Friday in 
C ——] and left that evening for Min- 
neapolis. 

Judge Holdom has taken up the work 
of selecting a jury for the second trial 
of Lloyd J. Smith, on the charge of vio- 
lating the state grain warehouse law 
while he was manager of the Chicago 
Elevator Co. It is expected that the ju- 
rors will be sworn in and evidence heard 
beginning with today. 

1. B. Howard, of the Thos. Brown Mill- 
ing Co., Faribault, Minn., stopped over a 
few hours Friday in Chicago on his wa 
to the eastern markets, where he will 
remain for two or three weeks. In that 
part of Minnesota the millers are fortu- 
nate in having good supplies of wheat. 
in Faribault and vicinity, Mr. Howard 
says their elevators are all loaded with 
wheat, and that they are not able to 

ind one-third of that offered them 

ough oy | have managed to run full 
time since harvest. aT Fi eg much 
of their product, and sell little or none 
in this market. 

David Chidlow, of the Chidlow Insti- 
tute, in speaking recently of the quality 
of soft flours made from this year’s 
wheat, said: ‘'The character of the 
flour made from 1900 soft winter wheat 
grown in Iowa, Missouri, Kansas, Illli- 
nois and Indiana is most unusual. The 
flavor is much below the usual, while 
its capacity for bread-making is of 
much higher value. Most of this year’s 
winter patents will stand as much fer- 
mentation as the regular ores pat- 
ents, requiring, however, about 12 per 
cent more flour to make the same size 
loaf. For cracker and cake-baking the 
last year’s flour should be ata — 
um, on account of the unsuitability of 
the present crop for this purpose.” 

Herman Petersen, the well-known 
flour exporter, reached Chicago last 
week from a three months’ Me a 
abroad. Talking over conditions in 
Europe, he said: ''Trade in London has 
been very light, I found; opinions there 
differ widely as to flour values now and 
in the future. Some believe 27s will be 
the ruling price for hard et patents, 
while other think 25s will be the price. 
At present we are not able to do any- 
thing. Kansas flours are hard to work 
on account of the freights. I found 
stocks light in the principal markets, 
although they have increased of late, ex- 
cept in Glasgow. There is a good deal 
of pi ory from local millers, in small 
quantities.’’ As to the probability of 
ocean rates advancing or declining, he 
said: ‘tI do not believe they will de- 
cline oo now they are fairly stiff. 
I believe, owever, after the trouble in 
Africa is settled there should be a better 
feeling.’’? Mr. Petersen’s family re- 
turned with him, excepting one daugh- 
ter, who is being educated abroad. 

C. H. CHALLEN. 


Buffalo 


for Advertisements of the Leading Mills in 
Buffalo, See Page 866. 


(Special Correspondence.) 

The flour trade experienced a marked 
improvement this week as compared 
with last. The mills consequently have 
been running at nearly their full capac- 
ity and the orders they now have, with 
those in prospect, will enable them, it is 
said, to keep going at good capacity. 
Wheat, it is believed here, is about at 
bottom and that is the chief reason why 
the demand for the product has in- 
creased. Prices are now lower than 
for some time and the jobbers in the 
east who have been holding off for sev- 
eral weeks are now sending along their 
orders, These men are more convinced 
than are the grain men that wheat has 
dropped to its limit. Another factor 
has aided in stimulating the business. 
The railroads intend to increase the 
freight rate on flour on Nov. 1, at the 
same time the carrying rate on wheat 
is raised, and a good many flour deal- 
ers have ordered shipments to be 
forwarded before the added rate ob- 
tains. Ruling prices follow: 








Best patent spring.................... 
Ss MEE awsccccaccescocepeccces 
. #« 7G: ea 
Low grade, winter and spring. 
Best family winter.............. ewes 
PEE bSee6yehsokbesbece. ctaeroccote 
I  cesnven.cpunseeeeesceseces 
Ss. 66n50 ban ccanswedisnseses 
GEE 4h. 2eb cbccdeabonsesceticaéicccedces 
Retail prices 60c per pb! higher. 
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Feed has been very dull but not unex- 
pectedly so. The demand for this prod- 
uct has been good for months and deal- 
ers have been anxiously wondering if 
there was to be no decline. It has come 
and it is a radical one. The feed mills 
are running at greatly reduced capacity 
and are having no easy time in dispos- 
ing of their output. One great reason 
for this condition is the excellent past- 
urage, which is now abundant in the 
surrounding country. The extraordi- 
narily mild weather which has pre- 
vailed for three weeks had made the 
fields green and also had made winter 
wheat look more promising than for 
many years at this season. The prices 
for feed are: 


k. Bulk. 
Coarse winter bran $16.75 $15.75 
Medium winter bran... 16.25 15.26 
Shipstuffs, winter bran 16.75 14.75 





EE SEE cab cnteckach onhondaocese 17.00 r 

Fine choice middlings, winter.. 17.50 16.50 
Fine regular middlings, winter. 17.25 16.25 
Fine middlings, spring........... 16.25 16.25 


x 


Wheat went down this week to within 
\% of a cent of the lowest mark this fall. 
It has been vacillating all the week 
within a margin of a couple of cents, 
and has shown an utter lack of stability. 
Some buying has been done, but not as 
much as usual at this time of year. 
Buyers are waiting for the market to 
reach bottom, and when it does the 
sales will be large, because a good 
many persons have been holding off 
ever since the prices started down, five 
weeks ago. 

Spring Wheat—Closing: No. 1 north- 
ern, old, 80%c; No. 2 northern, old, 78%c. 

Winter Wheat—Nothing done today, 
but there is no change in the conditions 
of the last day or two. Millers are will- 
ing to pay 76c for No. 2 red, 75@75e for 
mixed and 74c for white. 

Corn—Dull and easy for old; new corn 
scarce and in good request. Old corn, 
No. yellow, 434c; No. 3 yellow, 43c; No. 
2 corn, 42%c. New corn eu at 39@ 
40c for cool and sweet up to No. 4 yellow 
or No. 3 mixed. 

Oats—Closing: No. 2 white, 26%@ 
26%c; No. 3 white, 254@25%c; No. 4 
white, 24%@24%c; No. 2 mixed, 24c; No. 
8 mixed, 23c. 

NOTES. 


H. P. Gill, of the Seaboard Grain & 
Export Co., Duluth, was a visitor in 
the city this week. 

Walton Barbeau, of the S. Howes Co., 
Silver Creek, returned this week from 
Europe, where he had been for several 
weeks. 

Michael Simon, a net need employed 
on the Churchill Transfer elevator, fell 
from a scaffolding and was killed last 
Saturday. 

The work of raising money for canal 
improvement is progressing satisfac- 
torily. The members of the Merchants’ 
Exchange committee, which took the 
matter in charge, have been workin 
industriously for a week and severa 
additions to the pene | } meng list have 
been secured. The work has been taken 
up by the central business council, but 
it is the hope of men much interested in 
canal improvement that the work be 
left with the Merchants’ Exchange 
men, because they have a thorough 
understanding of canal matters and 
know best how to proceed. 

It was announced in this city last Sat- 
urday by Frank Harriott, the joint grain 
agent representing all the railroads 
that convey grain from here to New 
York, that no more contracts for grain 
shipment will be made between now 
and Nov. 1; and it was further an- 
nounced that, on the Ist, the rate on 

rain will be advanced lic per bu, mak- 
ng the rate about 4c. The announce- 
ment caused considerable agitation 
among local grain men, who say that 
the measure will upset a good many 
plans. In fact, the refusal to accept 
shipments offered during the next week 
upsets things to no little degree. Grain 
men er a good deal over the 
action of the railroads. The officials 
claim that a scarcity of cars has made 
it necessary for them to act as they 
have. Shipments have been very heavy 
for some time, and everything indicates 
that they will continue to be heavy. 
The canal rates will also be raised, it is 
stated. The grain boats which ply on 
that waterway have had all they could 
do all summer and are in steady de- 
mand yet. 


Buffalo, Oct. 29. Don MARTIN. 





Eagle Roller Mill Co., New Ulm, 
Minn: ‘'The erratic course of the wheat 
market last week kept our flour sales 
down; nevertheless, trade was fairly 
active. We look for a healthy demand 
for flour as soon as the wheat market 
gets settled. Feed is in excellent de- 
mand, but at considerably reduced 
prices.”’ 
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[Boery jesus of this paper is protected by 
copyright. We will be pleased to allow the 
republication of articles or items appear- 
ing herein, provided roper credit is given 
to the Northwestern iller.] 

Lower freights increased the export 
buying, and the break in wheat also in- 
duced more business from both the 
United Kingdom and the continent, al- 
though choice soft red wheat is holding 
up pretty firmly in price. Domestic 
trade continues active and the week’s 
business was most satisfactory. Itis 
hard to keep up with the hard wheat 
flour demand. Flour prices have been 
profitable and the situation is roseate. 
Cuban trade is moving from mills near 
the eastern seaboard, yet a few firms in 
St. Louis and near by sold a number 
of round lots last week. The future 
promises nothing but activity and prof- 
itable milling. Some mills with trade 
in eastern markets and selling soft 
flours alone, are unable to sell freely. 
The output of the St. Louis and East St. 
Louis mills was 38,000 bbls, against 
41,700 last week. One mill was idle. 
The output of the mills whose product 
is sold from St. Louis was given at 8],- 
000 bbls, against 84,000 the week before. 


NotTe.—For flour quotations see “Tele- 


graph Markets” on another page. . 
WHEAT. 


Receipts for the week amounted to 
487,730 bus, against 453,094 last week. 
Shipments were 459,855 bus, compared 
with 330,121 the week before. The quali- 
ty of the grain is shownthus: Outofa 
total of 612 cars, there were 86 No. 2 red, 
123 No. 3 red, 187 No. 4, 63 No. 2 hard, 87 
No. 3 hard, 61 no grade. The record for 
the week in futures was: 

The record for the week in futures 
was: 


December. May. 
ORIG os cccccceesnsd $.73844@.72%  $%.794@.76% 
SP eon Fale tac ‘T0i9a@.75%4 
ednesday ......... -7134@.70% 75/4@. 
EY ccn00s 080008 -704@.71% -7544@.75% 
SET chincesskeasene -71%@.70% -76 @.75 
Saturday ........ ... -697%4@.70% -T44@.78% 


A notable scarcity of good samples of 
red wheat was a teature in this market. 
Much No. 4 and No. 3 red was re- 
ceived and only No.2 red in good de- 
mand, this quality holding steadily at 
1%c over the December price. There was 
some hard wheat at sample-tables, but 
most hard supplies came direct to mills 
from western shippers. 

Growing wheat is well up, the tem- 
perature ranging for ten days above 
80°. Reports of fly damage are coming 
in, with good foundation for them, from 
Illinois and Missouri. 


ELEVATOR STOCKS. 


Stocks of grain in St. Louis public 
elevators Oct. 27, were: 






Same week, 
Bus. 1899. 
Wheat.... 5,339,247 2,465,929 
Corn.. 105,803 426,052 
Oats... 58,202 12,905 
BVO ccccccccccccccccccscccccoes 6,241 4,013 
BRST ccccccccccccecsecces cscs 20,442 9il 
CONTRACT GRADES. 

No. 2 red wheat.............. 2,156,624 1,818,681 
No.2 hard wheat .. 296,790 66,380 
Beet, SB OER ccccaccece 34,256 293,095 
No. 2 white corn............. 13,618 87,505 
BNO. BORE. 200. cccccccccccccses ae ss wb aée 
BOs B WERCO CORB ccccccccccess sesses canese 
WO. BEF O cc cccccccccevccseceese 2,631 2,660 


SAMPLE GRAIN, 


Prices of sample grain, quoted f. o. b. 
St. Louis, Saturday, Oct. 27, were: 


WHEAT. 





Be, DOOD ic 0000 5000066050000 00046ees $.7044@.71% 
NED scisns ickdcuadaedasndiacsans 69 @.70 
Bis Bis cence censescncsetoccosnes 67 @67% 
, a |” eee -6434@.66 
CORN 
No. 2 mixed (mew) ..........eeceees $.36 @.36% 
WO. BMMEROS (BOW) ccc cecccccccesece 34% .35% 
No. 2 white (Old) ...........cccecees 38%@..... 
B,D CODD so cncdcnencveesenss BI~@..... 
WO. 3 PORIOT (OGG) vc ccccccsvcccsccee EE Qyccte 
No. 2 mixed .. $.2244@.2 
No. 3 mixed. . -2244@..... 
No. 2 white... % @.25% 
SD, BS MED «cv egcccscccvcoesseccssucs 24 @.24% 
No. 2 northern (old)............... .238%@.24 
MILLFEED. 

The millfeed demand has taken a 
marked slump and is dall, with ship- 
pers inactive and some evidences of 
more supplies than the mills can readi- 
ly bandle. 


This is the first gma 
of a let-up in the demand, which has 





been very good since before harvest. 
Prices are per 100 lbs lower than a 
week ago, with evidences of some fur- 
ther declines. Bran in large sacks on 
east track is quotable at 664(@67c; in 
100-lb sacks, 68c. Hard wheat bran is 
worth 66% @67c in 100-lb sacks. Bulk 
bran is in some demand at 64@66c for 
oe Middlings are worth from 72@ 
76c. Mixed feed and middlings are quite 
dull, in comparison with recent former 
demands, . 
-. CEREALS. 

Milling .oats are lower and quotable 25 
@25\e for good milling stock. Receipts 
are much better in qua | and quantity, 
but there is a great scarcity of accumu- 
lated supplies. Products are quotably 
the same in price. Excellent local and 
domestic demand for some products has 
made an accumulation of stocks of other 
kinds. An effort to export accumulated 
supplies failed to even bring responses 
to cables. Current prices for products 
are: Rolled oats, per bbl, in wood, f. o. 
b. St. Louis, $3.35; oatmeal, $3.65; 
crushed feed per ton in large sacks, $14; 
oatfeed, $10. Receipts for the week 
amounted to 482,400 bus and shipments 


459,855. 

There is good demand for milling 
corn and there will be much interest 
in corn milling when active work on 
the new crop begins. Trade in products 
is reported brisk. Corn is quotable at 
38%c. Cornmeal, per bbl in wood, f.o. b. 
St. Louis, $1.95@2; grits, hominy and 
pearl meal, $2.30. 


FREIGHTS. 

Through rates on flour in sacks, car- 
load lots from East St. Louis to foreign 
ports via Newport News, are, in cents 
per 100 lbs: 


Hamburg........... 838 Dublin........... 84 
BO $3 Boelfast.......c00+ 83 
Rotterdam......... a eee 
Amsterdam........ 82. Liverpool........ 28 
rae 81% London......... 82% 


CALLED IT A TRUST. 


In these days of trusts, several meth- 
ods of preventing trade evils have been 
called ‘'conspiracies,’’ and the evils go 
on without a check. 

For some time certain grocers in St. 
Louis have been selling flour below a 
legitimate, profitable price, for the pur- 
pose of making a leader of it, to bring 
custom for other articles. These grocers 
were not particular as to brands and by 
price-cutting upset and disrupted the 
trade of those grocers who were aiming 
to get a profit out of flour. Accordingly 
a number of millers got together and 
agreed not to sell to grocers who peddled 
stuff without a profit. An attempt was 
made to have the Retail Grocers’ asso- 
ciation agree, as a body, to make a prof- 
it of at least 40c per bbl, or about 10 per 
cent on all sales. This the association 
attempted to do, but the matter being 
brought to the attention of aoe at tere | of 
State Lesueur, he gave the opinion that 
the action of the millers and _——— was 
unlawful and offered the following ex- 
tract from the Missouri laws: 

‘tAs the question raised is one of law, 
I will refer you to the decision of the su- 
preme court in the case of the State ex. 
inf. Attorney General vs. Firemens’ 
Fund Insurance Co., et al., reported in 
the 152 Missouri report. I ai frank to 
say, however, that under that ruling.my 
opinion is, if the plan outlined is adopt- 
ed, every corporation, individual, firm 
or association yg into such an 
agreement would be subject to the pen- 
alties imposed by the laws of this state 
relating to pools, trusts and conspira- 
cies. Chapter 143,R. S., 1899.” 

In the meantime, the millers must 
look for another check for the hawking 
flour dealers. 

NOTES. 


Martinez & Posada, flour importers of 
Havana, have taken the Cuban agency 
for the Cuban Star line. 

D. J. Hayes, with the Prinz & Rau 
Mfg..Co., is in St. Louis after a long trip 
through the west and southwest. 

Penrose Vass, of Mobile, Ala., was 
the guest of H. B.S arks, of the Sparks 
Milling Co., Alton, Ill., last week. 

Among the recent visitors in St. Louis 
were Joseph Brown of Glasgow, Scot- 
land, and George A. Adams, of Kansas 
City. 

The contract for the McDaniel mill at 
Carthage, Mo., was not let as proposed. 
It is probable that another date will 
be arranged for. 

Visitors to Oklahuma who returned 
last week, report the crop looking well 
and the warm weather as yet not pro- 
ducing the fly pest. 

John Fraser and George L. Jarrett, 
representing the Edw. P. Allis Co., were 
in St. Louis last week. Mr. Fraser will 
remain for a short time. 

C. W. Lee, of Barnard & Leas Mfg. Co., 
was in St. Louis Saturday, baving re- 
turned from Carthage, Mo., where con- 
tracts were to have been awarded fora 
new mill. 
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A | om deal of qavagladns is en | 
heard of Hessian fly in Illinois an 
Missouri wheat fields. Some Illinois 
fields are overrun by the pests. 

The Benemelis Steamship line will, in 
the near future, move its offices from 
Galveston te Mobile and operate its 
steamers from the latter port. Cuban 
business is at present much sought by 
the various carriers. 

F. W. Goeke & Co., of St. Lonis, re- 
| ee an active demand for medium grade 

ours and they have access to the very 
best supplies of these products. The 
demand for brewers’ meals, grits, etc., 
continues in excess of supplies. 

E, F. Schoening of the Columbia (111.) 
Star Milling Co. is putting in a new en- 
gine at his mill which will give him a 
re of power. It is quite probable 
that Mr. Schoening will build a hard 
wheat mill in the spring, adjoining the 
present plant. 

E. G. Hubbard, general freight agent 
of the Cuban Star line, which operates 
between Pensacola and Havana in con- 
nection with the Louisville & Nashville 
rairoad, was in St. Louis several days 
last week. Mr. Hubbard speaks en- 
cosragtenly of the prospects of the new 

ne. ' 

The St. Louis Merchants’ Exchange 
has formally refused to consider pro- 
posed contracts for service from the Ex- 
change iping ty = Co., although request- 
ed to do so by President Warren of the 
Chicago Board of Trade. The new five- 
minute exchange of quotations between 
St. Louis and Minneapolis is now in op- 
eration. 

The trial trip of the new steel whale- 
back barges to be eee in the grain 
trade between St. Louis and New Or- 
leans, took lace way we & Some 
writers of marine risks, the directors of 
the new company and some interested 
grain men watched the trial. Henry 8S. 
Potter, who is at the head of the new 
barge line, was for several years presi- 
dent of the St. Louis consolidated ele- 
vator system. 

A fight against the St. Louis ortdee 
arbitrary bas been commenced by the 
Manufacturers’ association. Recently 

reat reductions and concessions have 

een secured on peeteee freight under 
100 lbs between this market and Texas 
points. The manufacturers have agreed 
to pool their freight and route the busi- 
ness via such lines as will issue through 
bills of lading from eastern points to 
St. Louis proper. 

Frank Bowman of Havana, Cuba, who 
bas been selling several mills’ flour on 
commission and acting as general agent 
in corn and other products, was in St. 
Louis last week. Mr. Bowman, after 
the war, was a member of the newly-es- 
tablished firm of Powell, Bowman & 
Co., but a short time ago commenced 
work independently at 10 Mercaderes 
street. The grain trade of Havana is 
flourishing, but flour is mainly handled 
directly from the mills through the 
Spanish importing houses to the bakers, 
and at the present time eastern mills are 
doing the bulk of the business. 

The Merchants’ Exchange is making 
war on the St. Louis bucket-shops and 
last week the directors held a meeting 
and warned the telegraph a 
not to furnish quotations from the St. 
Louis exchange to any bucket-shops or 
outsiders not entitled to theiruse. An 
effort was made to organize curb trad- 
ing and application to the telegraph 
companies for the establishment of spe- 
cial service was one of the ways in- 
tended to directly aid the bucket-shops. 
It is a fact that the bucket-shops have 
not been bothered much as ye wy any 
action taken in Chicago or St. Louis, 
but they may be cut off by some new 
move. 

C. M. YAGER. 





G. M. Heath, manager Listman Mill 
Co., La Crosse, Wis: ‘t Business in flour 
has been, and is, splendid. Everybody 
is predicting a continuation of the pres- 
ent administration, and buying flour to 
help keep the dinner pail full. Feed 
trade also shows signs of life and better 
prices—an advance to the extent of ad- 
vance in freights at least will probably 
be obtained. Beautiful autumn weather 
is materially assisting the farmers to 
catch up on delayed work, caused by 
prolonged rains in September.”’ 





Andrews & Co., Minneapolis: ‘'The 
situation as to flour and millfeed is un- 
satisfactory, as the mills are uncertain 
how they will run after the higher 
freights are in effect. We have been 
able to accept some cables on flour, but, 
on the basis of the new freights, cannot 
make prices low enough. Bran and 
middlings are of slow sale and prices 
have again declined, middlings being 
especially weak. he advance in 
freights does not tend to improve con- 
ditions.”’ 
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Oklahoma and Texas 


For Advertisements of the Leading Mills in 
this Section, See Page 847. 


(Special Correspondence.| 


. The week just ended was very favor- 
able for the new wheat crop in Okla- 








homa, being warm, with a d rain on 
the night of the 20th. Seedin is about 
done and the rush of fall work is over. 


Corn husking is about thé only work 
the Oklahoma farmer will have to 
bother with now until next March or 
April. Wheat keeps going down, 48c 
being the present = in the Enid mar- 
ket for 58 to 60-lb hard wheat. This is 
about 10c lower than a month ago. The 
mills are generally running on ful! 
time, with a strong demand for their 
roducts. Some mills have experienced 
rouble in getting coal, having been 
compelled to shut down for a short time 
on this account. 
OPERATIVE MILLERS IN OKLAHOMA, 


lt may interest operative millers in 
other states to know pastes | about 
the wages and duties of millers in Okla- 


homa. The mills here range from about 
100 to 400 bbls capacity. sually there 
are only two millers employed when 


the mill is running full time, namely, 
the day man or head miller, and the 
night miller. The head miller is re- 
tained steadily. The night man or sec- 
ond miller’s job gensscily depends 
upon the state of trade. In most of the 
mills from six to eight months is the 
limit of the full-time run, and then the 
second miller can ‘thit the road.” Sevy- 
eral of the larger mills retain their sec- 
ond millers all the time employing them 
in other — when only running 
daytime. The wages of head millers 
range from $60 to $125 per month, accord- 
ing to the size of the mill. There are 
exceptions, however, as one 350-bb1 mill 
pays its first miller only $20 a week. 
Second millers, or night millers, get 
from $40 to $65 a month. The writer 
knows of several mills where the sec- 
ond millers only get $1.50 a day—just 
ordinary laborers’ wages. These mill- 
ers are mostly what is termed ‘'scrubs,”’ 
or, quite recently, flour packers. Flour 
packers’ wages are from $1.50 to $2 per 
day laborers, $1.50; engineers, $1.50 to 
$2.50; firemen, $1.50 to $2. In a 200-bbl 
mill the steady operative force, on a 
full-time run, would consist of 2 millers, 
1 engineer, 1 fireman, 2 fiour packers, | 
man as oiler and sweeper and about 3 
roustabouts. 
NOTES. 

The Hunter Milling Co., of Welling- 
ton, Kansas, will shortly build a 10,000- 
bu elevator at Harper. 

Rice in the vicinity of Wharton, Texas, 
is yielding as high as 68 bus per acre 
and is bringing $1.25 per bu. 

The Navarro County Oil mill of Corsi- 
cana, Texas, is completed and will soon 
commence to crush cotton seed. 

A carload of wheat which passed 
through the Galveston storm was hauled 
back to Denton, Texas, and sold for $2, 
for hog feed. 

James B. Simpson and B. Gibbs, of 
Dallas, Texas, have been awarded a 
silver medal for the best exhibit of 
Nicaragua wheat at the Paris exposi- 
tion. 

A. H. Bennett, lately secretary and 
manager of the Capital elevator, North 
Topeka, Kansas, is at the head of a com. 
pany to build a 50,000-bu elevator at the 
same place. 

The statistician of the United States 
department of agriculture estimates the 
loss to grain and cotton in Texas by the 
hurricane of Sept. 8 at $5,000,000, divided 
as follows: Cotton, $3,400,000; corn, 
$500,000; rice, $200,000, with other losses 
to make up the total. 

The Moore-Carter Canal Co. has been 
formed at Houston, Texas. Capital 
stock, $300,000; purpose, to grow and 
handle rice. W. C. Moore is president, 
A. 8. Vanderwort secretary, and E. W. 
Carter treasurer. The company has 

urchased 15,000 acres of rice land in 

atagorda county and leased 5,500 acres. 

A terriffic explosion occurred in the 
boiler room of the Standard Mills at 
Dallas, Texas, on the night of October 
18, severely if not fatally scalding the 
three negro firemen. The water heater 
exploded, completely wrecking the 
boiler and engine rooms. The boilers 
and apparatus were regularly inspected, 
and the loss is covered by insurance. 

The high price of cotton in Texas was 
expected to seriously affect the acreage 
sown to wheat this fall, but since cotton 
has fallen off in price, a good many 
farmers are plowing up their harvested 
cotton fields and will sow them to 
wheat and try it again. It is to be 
hoped they will make strenuous efforts 
to save it in good shape next year. 

ROBERT E. CHUROH. 

Enid, Okla., Oct. 29. 
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The Kansas hard winter wheat miller 
believes, and not without reason, that 
tor him another era has begun. Since 
the harvest of four months ago his flours 
have entered as a strong factor in com- 
petition into many markets where the 
have been heretofore but little known 
known at all. In four months they 
have gained a recognition never before 
accorded to them and have established 
themselves in positions hitherto seem- 
ingly impossible of capture. This has 
not come as the result of a particularly 
aggressive campaign so much as from 
ihe ——e of interest through the 
knowledge disseminated through the or- 
ey channels of publicity of the fact 
that the southwest has a great crop of 
the best quality of wheat. The flours 
themselves have done the rest of the 
work. ‘The miller who is inclined to 
look a little way into the future sees 
that the greatest advantage to this sec- 
tion is not in the present successful 
milling year so much as in the perma- 
nent gain brought about through a wider 
knowledge of the flours; a gain which 
will be a storehouse to draw upon in 
other years. s 


The flour market was no more active 
last week. The constantly declining 
markets continue to have a depressing 
influence upon trade conditions every- 
where, and buyers are slow to respond 
to the efforts of mills to make sales. 
However, most millers are not push- 
ing selling; there are old orders yet on 
the books to carry them along awhile 
with some of them for two weeks an 
with others for six. With wheat at these 
prices some are disposed to run along 
at an easy gait, meanwhile filling their 
elevators with their wheat receipts and 
conserving their stocks for the time 
when they expect a different movement 
of the market. Still, as noted last week 
there are those who are minded to sell 
freely at present values, and there are 
enough of these to relieve buyers of any 
apprehension that firm holding by 
mills will put prices at a relatively 
higher basis. Sales are principally for 
domesticaccount. In an export way the 
condition could be much more satisfac- 
tory. Sales are at 22s 6d with a good 
many lower than that to London and 
Glasgow. Cabling during the week 
just closed was rather inactive but buy- 
ers and sellers were not far apart in any 
instance and there was a fair amount of 
business done. Prices here are held 
with some firmness by mills but there is 
a decline to correspond with the reduc- 
tion in the wheat price. Long patents 
are excellent value at $3 in jutes with 
inost holders asking 10 to lic more; 
straights range 10c or more lower. 
Some sales of all straight reported to 
Chicago and east of there netted $3 bulk 
here, Clears are quotable only in a 
wide range with as low as $2 for the 
poorest qualities and thence up to $2.50 
for choice. Mills are practically all on 
fullrunning time with seven-day run- 
ning in many cases. The output of 
Kansas City mills was 50,727 bbls, as 
‘ompared with 51,492 for the week 
previous. 

Quotations for hard winter wheat flour 
n sacks, carload or round lots, f. o. b. 
Cansas city, follow: 


PROUD, sccccccnecsdncvecesecneseqeneess $3.15@3.30 
SCRE: nc cetesnccccccccc cece censcees ye z 
OE nocccccecccccevccnccoscosooscecses J 
DW BIOES cocccncccuscacccesecessscede 1.60@ 1.80 


Flour in small cotton sacks is quoted 10c 
:bove these prices and in wood 2c higher. 


WHEAT. 


There was a marked decrease in re- 
eipts of wheat here for the week just 
losed. The decline in prices of the 
veek before last served to bring out 
vheat from the country but its continua- 
ion has had a contrary effect and ship- 
ers with storehouses full are now dis- 
osed to hold for the recovery which 
10st of them confidently expect. Those 
isposed to let go of their holdings are 
iandicapped in many instances by ina- 
ility to get cars. Over all Kansas, 
vhile there is nothing resembling an 
mportant famine of cars, railways are 
nevertheless slow in meeting orders and 
ire having some difficulty in handling 
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the grain trafiic. Shippers here are 
having some of the same trouble and 
demand for cash wheat is restricted on 
account of this. difficulty in spenting 
cars. The cash market declined steadi- 
ly all the week. There was no impor- 
tant demand from any quarter. Ship- 
pers to the northwest seem to be tempo- 
rarily out of it, and indications were 
that new sales in the direction were lim- 
ited to a small amount early in the 
week. However, renewed inquiry de- 
veloped later and there may be a renew- 
al of the business there early this week. 
In the cash market Turkey wheat of the 
best grades had the readiest sale. Some 
of it was taken for eastern mills and lo- 
cal millers’ buyers were in the market 
for the usual amount. Good soft wheat 
was in rather better demand but for the 
poorer grades there was little call. 

Receipts of wheat for the week were 
892,000 bus, against 1,270,000 the week 

revioue, and 1,176,800 two weeks be- 

ore, 

Wheat in store was 1,910,500 bus, an in- 
crease of 67,200 over the week previous 
and, 127,100 over two weeks before. 

The range for the week on No. 2 hard 
pA oo and No. 2 red winter wheat fol- 

ows: 





Year ago. 
Monday -$.65 @.66% $.67 @.71 
Tuesday .. 43340 .66 48 @..... 
\ 63 @.06 65 @.60 
Thursday -- 6334@.66 49 @..... 
Fri 63 @.66 Yr =e 
Saturday............. 62 @.66 65 @.68% 





Saturday’s cash prices were: 

Hard wheat—No. 2, 62@66c; No. 8, 61@ 
6ic; No. 4, 58@60c. 

Soft wheat—No. 2, 65@68c; No. 8, 65@67c; 
No. 4, 0@é4c nom. — 

MILLFEED. 

There was little new business in any 
kind of offal last week. Eastern de- 
mand was almost completely shut off 
and the trade was left to local buyers 
and a little scatterin buying by the 
south and southeast. Most of the move- 
ment out was on old contracts. Local 
dealers consider the situation weak. 
All ~ c contracts will expire Wednes- 
day and with higher rates east and a 
southern demand capable of taking care 
of wy a part of the offerings from mills 
on full time, there seems to be nothing 
in the situation to warrant the holding 
up of present prices. In corn products 
there is only a moderate business with 
the south taking hold sparingly and 
only a fair local demand. Prices of 
both these and milloffal are unchanged 
from a week ago. 

Quotations for feed, etc., sacked, in 
carload or round lots, f. o. b. Kansas 
City, in cents per 100 lbs, follow: Bran, 
604% @61%c; shorts, 63@64c; mixed feed, 
61@63c; corn chop, 67@68c; corn bran, 
51@52c; mill screenings, 45@50c. 


OORN. 

Receipts of corn were half those of the 
week before. All the week there was a 
fair local and a small shipping demand, 
the two —s sufficient with the light 
receipts to — the market from re- 
sponding to the decline ‘in futures. Cash 
corn sold here Saturday poy lc high- 
er than on the corresponding day of the 
week before. White corn is selling ata 
greater premium and there is liberal in- 
quiry for it. 

Receipts of corn for the week were 119,- 
850 bus, against 228,800 the week previ- 
ous, and ;200 two weeks before. 

Corn in store was 66,400 bus, an in- 
crease of 16,300 over the week previous, 
and 15,200 over two weeks before. 

Saturday’s cash prices were: 


Mixed corn—No. 2, 34c; No. 8, 88@88c; 


No. 4, 82%c. 
White corn—No. 2, 364c; No. 8, 3854@386c: 
No. 4, 34@34%c. 

NOTES. 


The plant of the Reliance Roller Mill- 
ing Co., Cameron, Mo., has been sold to 
a Mr. Spring, of Cameron. The mill 
has a capacity of 100 bbls. 

E. M. Heston arrived home Saturday 
from Shambaugh, Iowa, where he has 
been for the past month, and will 
remain here until after the election. 

C, J. Bladin, who recently established 
in Kansas City a branch of the Twin 
City Iron Works, Minneapolis, left -to- 
day for a short trip into central and 
western Kansas. 

The contract for the new mill to be 
built at Carthage, Mo., which it was 
announced would be let this week, has 
not yet been placed. The mill will have 
a capacity of 400 bbls. 

R. W. +. Jr., agent here for 
the Head line, announces the sailing 
of the Ineshowenhead from Galveston 
first half of December. The steamer 
will carry a good deal of flour for Irish 
ports. 

The Brand-Dunwoody Milling Co., 
Joplin, Mo,, in writing about the gen- 
erally good flour trade says: ‘'We are 
still sold ahead on domestic business, 
with no immediate prospect of having a 
surplus for export. Prices we are ob- 
taining from domestic trade are much 


_Hersey at Shambaugh, Iowa 


better than foreign markets afford at 
present,’’ 

The new mill just finished by the 
Nordyke & Marmon OCo., for ged 

w e 
put in operation this week. The mill is 
of 75 bbis capacity and equipped with 
swing sifters. 

H. K, Zuppinger, a son of P. H. Zup- 
pinger, a well-known flour importer of 

ondon, spent last week in Kansas City. 
He is looking about in the trade and 
may decide locate here. Mr. Zup- 
pinger spent the summer at Winnipeg. 

T. L. Preston, of the Black Rock 
Lumber & Cooperage Co., this city, left 
last night for St. Louis from whence he 
will make a short round of the mills and 


‘other cooperage stock users of central 


and southern Illinois. Mr. Preston re- 
cently returned from a trip through 
Texas and reports a very hag: mesg 74 
demand for flour barrel stock from mill 
coopers there. 

W. H. Webb, formerly with the Mis- 
souri & Arkansas Fruit & Produce Co., 
Kansas City, has been engaged as 
salesman by Williamson, Wickstrum & 
Co., Clay Center, Kansas, and is mak- 
ing a trip through southern Iowa. This 
territory was partly lost to Kansas 
mills last year on account of stron 
northwestern competition, but wit 
many mills making an active canvas 
for the trade it is this year being re- 
gained. 

The ‘'bucket-shop” disturbance took 
a new form in Kansas City last week in 
the distribution throughout the office- 
building section of town of a tract of 
anonymous pasteetian, and to all ap- 
pearances written by some one who had 
played in the 'tbucket-shop” game with 
the usual result. The circular was very 
common in the “7 of its writing, and 
the wording of it was several degrees 
removed from polite language. The 
Exchange building was favored with a 
liberal supply of the publication. 

R. E. STERLING. 





Tennessee 


For Advertisements of the Leading Mills of 
Tennessee, See Page 843. 





(Special Correspondence.| 


Flour movement has been a little 
freer this week than it was last, 
and the mills are running on full time. 
Just what prices are being accepted is 
difficult to determine. Patents are being 
held at $3.75@3.90, and straights or half 
patents, as they are termed here, at a 
still wider range, owing, presumably, to 
a lack of uniformity in grades. Some 
millers are quoting half patents at 35c 
= bbl lower, while others are quoting 

lower, or a difference of 25c in the 
extreme range. It will thus be seen that 
without uniform grades and uniform in- 
spection there can be no absolute re- 
liability in prices at terminal points. 
Attention was called today to the de- 
moralized condition of prices of 
flour in a local way. One of the 
city papers is quoting patent flour 
at $3.95 in round lots, while in 
the local advertisin columns of 
the same paper two different dealers 
advertised patent flour to consumers at 
$3.90. If this condition prevails through- 
out the south, it indicates the lack of 
method in establishin _—- and is 
proof of the extreme difficulty experi- 
enced by correspondents in ascertain- 
ing true values. Some difficulty is still 
being experienced in obtaining cars for 
rompt shipment, but there has been 
mprovement in this line. The unsettled 
condition of wheat in the leading west- 
ern markets has had a tendency to 
lighten the demand for flour, and buyers 
are demanding concessions. Millers 
are running on old orders and have not 
yet seemed inclined to freely meet the 
demand of the trade for concessions. 
The near approach of the election is not 
without its influence. When the contest 
is once over and a more settled con- 
dition of the wheat market is shown, 
there will undoubtedly be a healthier 
tone to the flour market. Flour is 
quoted as follows: 


Per bbl. 
EIR chbennceceedonesccdsecscoqseseeed $3,904.00 
SE EEE: b4n6i0000sce0ececesiccesce 8.80@8.90 
SE MINES v d0 5 cescccdedscs suotscvess 8.60@8.70 
CIN GAd cbadorecbonescbdesccvsveoses 3.50@3.60 
MET -06bh0 0060 ccnccdcccccesocedecdooce 8.10@8.20 
nth sth atabesacgseodssnteeseéees -70@2.80 
Hard wheat flour...............+sese0s 4.40@ 


In cotton sacks 10c less, and jute, 20c less 

per bbl for shipment. 
WHEAT. 

A large number of cars in the various 
railroad yards, the heavy demurrage 
thereon, coupled with the heavy in- 
creases in visible supply at points of 
accumulation, and a contirual slump in 
prices in the west has caused a very in- 
different feeling here on the part of 
millers. Stagnation and dullness have 
been the principal features. The ship- 
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ping demand is still ve light, as 
many states south are still at work on 
local crops, and no active demand is 
expected from that quarter until those 
supplies have become exhausted. A 
very free movement is not looked for 
until the snow flies. Prices remain 
from nominally unchanged to lc lower 
for the last week. The elevators are re- 
ported here as being full and the only 
chance to unload and store is with the 
mills as they grind out old stock. 
Wheat is quoted as follows: No. 2from 
wagons, 67@68c; in car lots, 70@7lIc; 
with milling-in-transit privileges, 7l@ 


* * 

Millfeed—Bran and middlings have 
advanced about $1 per ton during the 
week, and are still in active demand. 
Millers all claim to be oversold and are 
seemingly unwilling to make large 
contracts. However, they are giving 
the city trade the long end of the rope, 
and are making an effort to fill all city 
orders promptly. Bran is quoted at 
$15.50@$16 per ton; hominy feed, $17, and 
middlings, $17@$19. 

Corn Goods—The demand for all corn 
products is good, and the mills are con- 
siderably over-sold on all these lines. 
Demand for grits is pushing, and the 
call for cornmeal is very gratifying. 
Prices remain steady and are quoted as 
follows: Bolted meal, $1.02@1.05 per 
sack; unbolted, $1.02@1.05; pear], $1.17@ 
1,20; pearl grits, $2.55@2.60 in wood and 
$1.19@1.20 in 96-lb bags; corn flour, $2.75 
(@2.80 per bbl. 

Corn—There is a decrease in the move- 
ment of old corn, and a corresponding 
increase in new. The latter is in good 
condition and fully as dry as a month 
later last year. Old eorn has declined, 
being quoted at 46%c, while new is 
quoted at 43c. 


FROM THE TRADE—NASHVILLE,. 


Liberty Mills: ‘The receipts of wheat 
are lighter, on account of the decline of 
the principal markets. The wheat which 
is now being held is in crops of large 
quantities, and the farmers are able to 
hold it, so we look for light receipts 
until just before Christmas. We have 
sold several large shipments for Dublin 
and Glasgow. The stocks of flour south 
are light, and we look for a large de- 
mand. We think that millers will do 
well this season. The only thing affect- 
ing business at all is the election, and 
no matter who is elected, business will 
improve. There is an active demand 
for all corn product in.the southeast, 
and we are unable to offer any for ex- 
port. We are not trying to supply an 
agers trade. We are behind now prob- 
ably two weeks on orders. New corn is 
in very good condition and dryer than 
a month later last year. There is a very 
active movement in millfeed of all 
kinds, and the mills are oversold from 
two to three weeks on orders.’’ 

Cumberland Mills: ‘'We can’t say 
much this week, except that flour trade 
is inclined to be dull. Buyers seem to 
think that they are entitled to conces- 
sions, on account of the decline in 
futures, which, however, has not affected 
the price of cash goods. The trade on 
corn goods is very active. We are over- 
sold about two weeks on meal and grits. 
Feed of all kinds is 1n heavy demand, 
and prices are inclined to be firmer. 
The volume of business is good in all 
lines except flour. Very little wheat is 
coming in from the west. The mills are 
not very eager for wheat at present 
prices. The demand for bran has not 
diminished, and we are quite largely 
oversold.”’ 

NOTES. 

The Home (Tenn.) Milling Co. has 
installed a No. 1 plansifter. 

A. L. Mansfield’s mill at Dunlap, 
which has been remodeled to a first- 
class 100-bb1 plant, is in operation. 

A charter has been granted the 
Dahnke-Walker Milling Co., of Obion 
county, with capital stock $25,000. 

The Opelika flour mill of Opelika, 
Ala., has been sold to J. H. Mooney, of 
New York, who will begin to operate 
it at once. 

E. P. Bronson, vice-president and 

eneral manager of the Cumberland 

ills, is traveling in the south in the 
interest of his company. 
JAMES B. CLARK. 

Nashville, Tenn., Oct. 29. 





F. L. Greenleaf, Florence Mill Co. 
Minneapolis: ‘We noticed a decide 
improvement in the flour trade last 
week. The decline in wheat enabled us 
to make large sales to the domestic 
trade and we know of sales of patent for 
export in large quantities at prices fully 
equal to those obtained in domestic 
markets. If the advance in freights 
Nov. 1 is maintained, we fear it will 
check business, as the margin, if any, 
on flour is so small that any advance at 
this time would render additional busi- 
ness difficult.” 
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INDIANAPOLIS, OCTOBER 29, 1900. 


issue of this is tected by 
copyright, We Alt be pleased to allow the 
yy ge of articles or pave | groper. 

herein ven 
tothe Northwestern Milter. 


The mills of Indianapolis turned out 
13,333 bbls of flour for the week ending 
Oct. 27. For the same week of 1899, the 
output was 11,838 bbls, and for the cur- 
responding week of 1898, 18,152. The 
wheat in store in Indianapolis Oct. 27 
was 339,042 bus, showing a decrease of 
45,816 bus. The eet table gives the 
output of the Indianapolis mills for Oc- 
tober, by weeks, for the last three years. 








FROM THE TRADE—INDIANAPOLIS, 


Blanton Milling Co: ‘'Considering 
the general dullness in the wheat mar- 
ket, we have had fairly good sales of 
flour the past week, nearly sufficient to 
take our full-time output. Wenow have 
orders on our books to ee us running 
full time until after election, when we 
hope that the trade will improve. The 
demand for feed has not been so good. 
Buyers have not been willing to advance 
their bids for November shipment cor- 
responding to the advance in freight 
rates that will take place Nov. 1. Offer- 
ings of wheat have been very limited 
from country points. Some of the farm- 
ers are reporting their wheat fields as 
already having been infested by the 
Hessian fly, and as the weather that we 
are now having is favorable to their 
propagation, we are afraid that the In- 
diana wheat fields will suffer as severe- 
ly as they did last year.”’ 

George T. Evans: ‘'We are still run- 
ning fall time, but the advances in 
freight rates, together with the present 
dullness of the trade, is likely to shut us 
down next week. We have enough orders 
to keep us running on for nearly a week, 
however. Foreign trade continues very 
dull, and shows no signs of improve- 
ment. We should think, however, that 
our foreign friends would be willing to 
take hold at present prices. The de- 
mand for feed is not so brisk as it has 
been and prices are lower, not being 
helped by the comin advance in 
freight. Some of the wheat coming in 
is of the old crop, and we are receiving 
more, on account of weevil.”’ 

Acme Milling Co: ‘We have been 
more interested this week in the matter 
of hg | our flour and feed before 
Nov. 1, when the advance in east-bound 
freight rates takes effect, than in secur- 
ing new orders. Nevertheless, we have 
been able to sell some little flour both 
for foreign and domestic shipment. Of 
course the prices have been close, but 
that is to be expected on declining 
wheat markets. e find feed of slow 
sale, and prices weaker.”’ 


INDIANA. 


Igleheart Bros., Evansville: ‘'The 
mill is running full time, and we cannot 
supply the demand for feed. There is 
very little old wheat in the hands of the 
farmers, and about 50 per cent of the 
new crop has been delivered.”’ 

W. L. Kidder & Son, Terre Haute: 
'tThe mill is running 15 hours a day. 
Feed trade continues good. The ad- 
vance in the east-bound freight rates 
will stop business until conditions ad- 
just themselves and it will make lower 
prices for wheatin the west. About 10 
per cent of the old crop is in the hands 
of the farmers, and 70 per cent of the 
new wheat.”’ 

Phenix Flour Mills, 
‘'The mill is running full time. Feed 
trade is slacking up somewhat. There 
is no old wheat of consequence held by 
farmers, but about 65 per cent of the new 
crop is still in their hands. Eastern 
rates —— been low all summer; we 
think the advance will not affect busi- 
ness very materially.” 

Walton & Whisler, Atlanta: ‘'We are 
running light, and the demand for feed 
is not so good as it was a week ago. 
There is considerable old wheat still in 
farmers’ hands. We are getting all we 
need around us. The advance in freight 
rates will not affect us only in corn and 
feed.”’ 


Evansville: 


THE WEEKLY NORTHWESTERN MILLER. 


Blish Milling Co., Sermete: “We 
are running the mill daytime only and 
both flour and feed are very dull. There 
is little old wheat in the farmers’ hands, 
and not much new wheat of the milling 

uality. The advance in freight rates 
ov. is restricting business seri- 

ously.” 

Corbin Milling Co., New Harmony: 
‘*We are running the mill full time. The 
demand for feed is slow. One-third of 
the old crop is held by the farmers. 
There is. nothing new to report as every- 
thing is politics now.” 

Nationdl Mill, Water & Light Co., An- 
ola: ‘The mill is running half time 
his week. Feed trade is not as brisk 
as it has been. There is about 10 per 
cent of the old crop and 70 per cent of 
the new still held by farmers. The ad- 
vance in freight rates will curtail busi- 
ness for a time, but buyers will certain- 
ly have to advance their bids.’’ 

F. E. C. Hawks, Goshen: ‘'\We are 
running full time, but expect to slow 
down after Nov. 1, providing freight 
rates advance. It is claimed by some 
that the proposed advance will not be 
put into effect. If it should be, it will 
check business for some time to come. 
In fact, it will be nearly as bad asa 
presidential election, and that is saying 
a@ great deal. The feed trade is not quite 
as brisk as it has been, although still 
good. In our opinion there is 30 per 
cent of this year’s crop held by farmers, 
and 10 per cent of former years.’’ 


OHIO. 


Ansted & Burk Co., Springfield: ‘The 
mill is running full time, and the de- 
mand for feed is still good. There is 
but little wheat held by farmers in this 
section, and what little there is, is in 
strong hands. Ross Mitchell, one of our 
millionaires, has 16,000 bus, which we 
expect to get soon. We just took the 
last of a 12,000-bu lot today. We are 
carrying a good stock and think it is 
good property. The advance in east- 
bound freight rates will be quite a loss 
to us, as we are oversold.”’ 

T. J. Bloom & Son, New Madison: 
‘tOur mill is in operation 18 hours per 
day. We think that the advance in east- 
ern freight rates will have its effect on 
business. The demand for feed is good. 
There is very little old wheat held by 
farmers. The writer has just returned 
from a trip to Colorado, where the mills 
are very busy and have a good crop of 
wheat to work on.”’ 

Marion Milling & Grain Co., Marion: 
‘tThe mill is going full time. The new 
crop is allin, and there is probably 15 
to 20 per cent of the old crop yet in farm- 
ers’ hands, a great deal having been 
marketed lately on account of the preva- 
lence of weevil. The demand for feed is 
—o0. We do not think business will 

e affected materially by the advance in 
eastern freight rates Nov. 1.” 

Keynes Bros., Logan: ‘'We can re- 
geet another week of very fair business. 

he coming advance in freight rates 
will, should the wheat prices remain 
down, very much affect the flour trade 
at first. It is quite natural, however, 
after such a slump, to expect a reaction 
in wheat prices. Should this occur, we 
look for good flour trade. Feed is in 
good demand. We think about 25 aed 
cent of the old and the new crop remains 
in farmers’ hands.”’ 


KENTUOEY. 


Lexington Roller Mills, Lexington: 
‘tWe are running the mill half time, and 
demand for feed is slack. We think the 
advance in eastern freight rates will de- 

ress business. Business now is ver 

air, only low-grades are rather dull. 
Cannot say what the percentage of 
wheat now is in farmers’ hands.” 

J. E.M. Milling Co., Frankfort: 'tThe 
mill is running 12 hours a day. Local 
demand for feed is fair, but eastern trade 
is dull. There is about 15 per cent of the 
old crop held byfarmers. We are afraid 
that the advance in freight rates will 
hurt business.”’ 

¥* 
Kauffman Milling Co., St. Louis, Mo: 
‘Both mills are running full time. 
Feed trade is slower, but is still very 
fair. There is about 40 per cent of this 
year’s — held by farmers. We are not 
able to tell as yet what effect the ad- 
vance in freight rates will have on busi- 
ness, but can say that we think after 
election, flour trade will be above nor- 
mal for November. There was a bi 
bulge early in October, which checke 
sales, but the decline that followed 
placed prices on a safe basis.”’ 
E. E. PERRY. 





Based on the government crop report, 
the Chicago Trade Bulletin estimates 
this year’s oats crop as 809,300,000 bus, 
against 796,175,000 in 1899; the rye crop 
at 24,165,000 bus, against 23 000 in 
1899; the barle — 60,165,000 bus 
against 73,380, in 1898. 


Michigan 
Yor Advertisements of the Leading Mills of 
Michigan, See Page 841. 


(Special Correspondence.) 


Millers here have had a very busy 
week of it. They have been racing 
against time in an attempt to t as 
many barrels of flour as possible out 
before the advance in rates which goes 
into effect on Nov. 1. The advance will 
not only make flour cost more in the 
east, but it will give a little margin for 
favoritism in the future, something the 
shippers dread more than the farmer 
does the Hessian fly. With rates at 
rock bottom all shippers are treated 
alike and each miller knows his com- 
petitor has no unfair advantage. An 
advance leaves room for doubt and the 
doubt will probably cause more trouble 
than the extra 2c per 100 lbs. Rates on 
flour from Detroit after Nov. 1 will be 
15\%c to Boston, 18%c to New York, 12%c 
to Baltimore and 10c to Philadelphia. 


¥* 

The mills are all well sold ahead, and 
shipping instructions have been coming 
nowy sp 2 to hand, giving the market a 

ne of activity and healih. Prices are 
lower, but that is because wheat has 
been declining, not because of any 
slackness in the demand for flour. 
Nearly all the flour made here last week 
was for eastern domestic use, with a 
little export business mixed in. The 
low price of wheat and the reduction in 
ocean rates combined to help the miller 
who works for that branch of the trade. 
All the mills ran to their full capacity 
last week, making the production of 
flour 9,100 bbls. inter wheat flour was 
reduced 15c per bbl, making a total de- 
cline of 25c for two weeks. The demand 
for rye flour continues first-class, and 
the price is sustained notwithstanding 
the weakness of other lines. 

Prices to the city trade, in wood, 196 
lbs, are as follows: 

Per bbl, 
Michigan pate . $4.26 


Cc 
q 











ic t 
Rye flour , 
The demand for spring wheat good 
has been well sustained and prices have, 
so far, been reduced only 10c. The tone 
is easy, however, and another decline 
woul 
Prices are: 








Per bbl. 
Spring patent (Detroit made) .... $4.40 
Minnesota patent 
Minnesota clear 8. 

in paper sacks l5c,and in jute 20c less than 
the above per 196 pounds. 

Receipts of flour for the five business 
days of last week were 6,500 bbls, com- 
pared with 7,200 for the previous full 
week. Shipments were 4,600, compared 
with 6,200 bbls a week ago. 


WHEAT. 


Receipts are small and stocks have 
been reduced by large withdrawals for 
grinding and for shipment to eastern 
mills. xporters are ee a nothing. 
The weather is probably largely to 
blame for the lightness of a 8, as it 
is so fine that farmers are gett ne their 
fall work done instead of marketing 
their grain at prices that they consider 
much too low. The week’s loss in 
prices amounts to about 2c. Closin 

rices were as follows: No. 2, red spot, 

5c; November, 75%4c; December, 76%c; 
May, 80%c; No. 1 white spot, 73c. The 
wevk’s receipts were 32 cars, compared 
with 51 the week before and 49 a year 
ago. 

Stocks of grain in Detroit elevators at 
the dates named were as follows: 

Oct. 26, Oct.20, Oct. 25, 
bus. bus. 1899, bus. 


44,987 87,466 
7,089 
10,248 
009 


Cereal Goods—The following prices 
are all in wood, with the usual reduc- 
tion for sacks, in car lots: Rolled oats, 
$3; rolled wheat, $2.25; yellow granu- 
lated cornmeal, $2.10; yellow cream, $2; 
white granulated, $2.25; white cream, $2; 
white corn flour, $2.50. 

Millfeed—There is no change in this 
line of goods. The demand is brisk 
enough to prevent a decline, and feed 
has not suffered along with wheat and 
flour. Prices in car lots are: Bran, $15; 
coarse middlings, $15.50; fine, $16; 
cracked cord, $16.50; coarse cornmeal, 
$16; corn and oat chop, $14 per ton. 

Brewers’ Supplies—Only a moderate 
business doing. Prices in car lots are: 
Coarse grits, 90c; medium, 85c; fine, 
82%c; brewers’ meal, 80c; corn flour, 95c 
per 100 lbs. 

Corn — Offerings quite liberal, but 
there is still much trouble in getting 
cars. a were 40 cars, compare 
with 50 and 32 for a week and a year 
ago. Closing prices were 4lc for Nos. 2 


not take anyone by surprise. . 
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and 8 mixed and 42c for Nos. 2 and 3 
yellow. 

ee meow were 41 cars, cempared 
with 44 a week ago and 13 a year ago. 
The market has been easy for several 
days. No. 2 white are quoted at 25%c 
and No. 3 white at 24%c. Stocks are 
quite large. ' 

Barley — Prices averaged a little 
higher, some samples selling up to $1.12 

er 100 lbs. Receipts were 14 cars and 
’ e tone of the market is active and 

rm, 

Rye—Almost ng doing and no 
change in price. Only 4 cars found their 
wa this market during the week. 

over Seed—An active week, but the 
ressure of the October shortage has 
een removed and prices are off 20c 
since last report. Prime spot is quoted 
at $6.60, December at $6.62% and March 
at $6.60. The off grades are in good de- 
mand. 

Beans—There was a little squeeze in 
the October deal because the movement 
hah ard is a little later than usual, but 
the deals have been nearly all closed 
and beans are beginning to arrive. 
The October option is i» be and there 
isan advance of 3c in November and 
December. Closing prices: October, 
$1.84; November, $1.66; December, $1.63. 


NOTES. 


The Board of Trade in Detroit held no 
session on Saturday, but the mills con- 
tinued to grind. 

A number of Canadian capitalists 
have been looking over the ground at 
Port Huron with the object of establish- 
ing a new flouring mill. 

The mild autumn weather is causing 
much anxiety among Michigan wheat 
growers, as it gives the Hessian fly an 
opportunity to multiply and inflict great 
damage. 

The mill of Jacob Beck & Son, en- 
gaged in the production of rolled wheat, 
rolled oats, cornmeal and pearl barley, 
will be sold at noon on Novy. 1 because 
of trouble between the partners. 

W. & A. McArthur Co., Cheboygan: 
‘We are running our mill full time, 
having all we can do, our business be - 
ing confined entirely to local trade. 
Farmers are not ane in wheat very 
freely and the quality is not up to the 
usual standard.”’ 

Harper Campbell Perry, manager for 
Harper Campbell, Ltd., of Sligo, Ire- 
land, flour and corn merchant and maize 
miller, was in this city last week calling 
on millers. Mr. Perry will proceed to 
the Pacific coast by the northern route 
and return to the southward, making a 

retty thorough tour of the United 

tates. He was entertained here by 
Alfred Green of the Holly Milling Co. 


Walsh-De Roo Milling Co., Holland: 
'tWheat is coming forward very slowly. 
New wheat looks well and there is not 
much evidence of the fly so far. The 
demand for flour has been reasonably 
good the last two or three weeks and as 
shipping directions have been coming 
forward promptly we consider the situa- 
tion improved. The demand for feed 
continues excellent.”’ 

The manufacture of split-pea products 
will be resumed in a few days by the 
MecMorran Milling Co., at Port Huron. 
A vacant store formerly used as a whole- 
sale grocery has been fitted up with al! 
the latest machinery and the plant is 
now one of the most complete in the 
country. The McMorrane have not yet 
reached any conclusion as to the re- 
building of their burned mill and ele- 
vator. 

Hine & Chatfield, Bay City: ‘The lo- 
cal demand for flour is excellent and 
eastern inquiries indicate a healthy 
market. Receipts of wheat from farm 
ers are little better than nothing as the 
weather is fine and farmers are all busy 
marketing their crop of sugar beets. 
The acreage sown to wheat this fall is 
smaller than last year. The crop has a 
good start. The demand for millfeed is 
equal to our supply. We are only run- 
ning eleven hours on account of the 
scarcity of wheat.”’ 


Detroit, Oct. 29. JOHN BARR. 





H. P. Gallaher, manager Northwest- 
ern Consolidated Milling Co., Minneap- 
olis: ‘'The flour market is so unsatis- 
factory that the trade is buying spar- 
ingly at present, and the continued 
slumps in wheat have made buyers 
cautious. We are doing a little export 
business, but there is no profit in it. We 
expect to see an improvement after the 
settlement of political affairs.”’ 





Seymour Carter, Gardner mill, Hast- 
ings, Minn: ‘'Business was good with 
us last week and we sold considerably 
more flour than our output. The foreign 
te! is large and declining wheat 
and ocean freights helped us to 

h some fair sales 
Clears are dull. 


ut 

our foreign 

Feed of every 
description is in good demand.” 


throu 
friends. 
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Head of the Lakes 


Milling at Superior and Duluth. 


BRANCH OFFICE OF 
THE NORTHWESTERN MILLER 
'C, A. MARSHALL, Manager. 


vor See file, Bee Pages S08 


SUPERIOR AND DULUTH, OoT. 30, 1900. 























The flour output. was not as heavy as 
expected, owing to the delay of the 
Universal mill in starting up. Flour 
roduction last week amounted to 10,- 
bo bbls, compared with 30,780 a year 
ago. Foreigners are taking hold in a 
moderate way. Domestic trade is im- 
proving, millers selling all of their 
roduction. Markets are not very act- 
ve, but firm, with values unchanged 
from a week ago. Mill shipments were 
14,410 bbls, of which 3,840 were for 
export. The shipments of rail flour 
amounted to 143, bbls, and the total 
shipments of flour for the week were 
157,410. Stocks here on Oct. 27 amounted 
to 206,050 bbls, compared with 209,790 a 
week ago, and 241,325 a year ago. 
SUPERIOR AND DULUTH FLOUR OUTPUT, BY 
WEEKS. 

1900. Bbis. 1890. Bbis. 1898. Bbis. 
Oct 27... 10,670 Oct 28...30,780 Oct 29....97,280 
Oct 20... 11,100 Oct 21...42,500 Oct 22....97,605 
Oct 18... 11,220 Oct 28...26,440 Oct 15....98,755 

FOREIGN SHIPMENTS. 

1900. Bblis. 1899. Bbis. 1898. Bbis. 
Oct 27... 8,840 Oct 28...22,100 Oct 29....57.250 
Oct 20.., 1,210 Oct 21...14,200 Oct 22....44,185 
Oct 18... 1,960 Oct 14... 2,166 Oct 16....48,455 

* * 

The movement of flour here for the 

week ended Oct. 27, is shown below: 


Ship- 
Receipts, ments, Stocks, 
bbls. bbl 


8. 
Local milla made.. 10,670 14,410 
78,000 


bbls. 

6,060 

Eastern Minnesota 76,000 107,000 
evoees ecencese 15,400 


Omaha ’ 
Northern Pacific... 59,400 60,000 77,600 


Totals.......... «+++ 158,670 157,410 206,060 
* * 

Quotations to jobbers for car or round 

lots, net, per 196 lbs, f.0. b. mills, of 


flour, are: 

Tuesday. Year ago. 
First patent, in wood..... $3. 10 $8. 70 
Second patent, in wood.. 3.85@8.95 8.50@8.60 
Straight, in wood......... 8.75@3.85 8.40@8.50 


Fancy clear, in bags...... 2.656@2.75  2.50@2.60 

Export clear, in bags.... 2.20@2.80 1.95@2.26 

Low-grade, in bags...... - 1.756@2.06 1.40@1.60 
WHEAT. 


Owing to the prevailing dullness and 
the lack of eastern shipping demand, 
values are unchanged from a week ago. 
Receipts show a light increase during 
the week, amounting to 551,582 bus, 
against 491,066 for the previous week 
and 1,559 forthe same week a year 
ago. Shipments were light, ae 

1,941 bus, compared with 441, the 
week earlier and 1,064,184 a year ago. 
The mills were fair buyers of good 
milling wheat, receiving 35,000 bus at 
their elevators. Stock of wheat in local 
elevators Oct. 27 amounted to 6,999,864 
bus, against 6,709,212 the previous week 
one ia 12,745 for the corresponding week 
n le 


Prices of wheat at the close of busi- 
ness each day during the week ending 
Oct. 30, 1900, were: 

Cash, ~—To arrive.— 


No.1N. No.1H. No.1N. Dec. Fis. 
Tuesday......$.75 ors 8.7624 $.75%4 78% 
Wednesday... .74 16% .74% 1 78 
Thursday .... . 17™%, . ¢ -79 
Friday ....... 74 e 7 7 11% 
Saturday..... .74 76 74 7 .78 
Monday eeccee 5S wun <« ° ° 
Tuesday ..... .75 e 76, é 59 79 
Oct. 81, 1890... .67% 68% .67%  .67 71 


Stocks of wheat by grades at the Head 
of the Lakes, as reported by the Duluth 
Board of Trade, are herewith given: 


Oct. 27, Oct. 20, Oct. 28, 
bus, bus. '99, bus. 


No. 1 hard........... 280,150 228,080 1,858,162 
No. 1 northern .....4,818,569 4,262,798 8,777,879 
No. 2 northern - 688,800 671,788 1,005,374 
52,504 127,680 

268,876 





42,388 54,216 
605,500 1,407,492 1,136,108 





Total in store..... 6,999,864 6,700,212 7,712,745 
Decrease for week. 1200,652 5,168 226,870 


Jats 122,088 181,782 
Corn eee 95,365 120,829 
RVC .ccoccccceee -» 80,020 86,724 801,083 





Bariey +2) 651,208 610,405 — 470,086 
Flaxneed............ 778,072 381,668 1,020,725 
tincrease. 

* * 


Closing prices of coarse grains were 
as follows, Oct. 29: 


Corn—To arrive, 87c; No. 8 yelloW to ar- 
rive, 89%%c. 
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Oats—No. 2 white, 284c: No. 8 white on 
track, 2c. 

Rye—To arrive, " 

ve, e 

Flax—To arrive, $1.69; October. hss: 
ss $1.69; December, $1.62; ay. 

: et Sas 

The movement of coarse grain for the 
week ended Oct. 27 is as follows: 


—Receipts,— —Shipments,— 

1900. . 1899, 0. 180, 
Corn, bus....... 82.187 1,408 108,002 ...... 
Oats, bus....... 1 6.288 1681 8,196 
Bartey bus... | P+} 25670 421 252,850 
Flax, bus.......779,012 652,781 Fp 


The following were the receipts and 
shipments of wheat at the Head of the 
Lakes from Sept. 1 to Oct. 27, 1900, with 
comparisons: 


RECEIPTS. 
1900, 1899, 1898, 
bus. bus. bus. 
4,875,760 19,661,616 27,271,641 
SHIPMENTS. 
1900, 1899, 
bus. bus. bus. 
4,708,505 18,184,204 21,988,262 
¥* * 


Wheat and buckwheat screenings are 
quoted at $8 per ton, with fair inquiry 
but only light business. Fine flax is 
$6.50 per ton. 

Millfeed is not in much demand, the 
market being heavy and weak. Values 





are 25c per ton lower. Millers ask the 
oe prices for feed, per ton, in car 
ots: 
Year ago. 
FAD. cccccccce $12.25@12.75 
Shorts........ 12,25@ 12.75 
Middlings 14,00@ 
Mixed feed -50@ 18.256@14.00 
Where 100-lb sacks are ordered, per 


ton more is added. 
FREIGHT RATES. 
The attached table shows the ad- 
vanced lake-and-rail and all-rail rates, 


cents ny 100 pounds, from Duluth-Su- 
perior to the points named, taking effect 


Nov. 1. 
Lake- All- Lake- All- 
and-rail. —. ont-e, rail, 


Horn’’ville. 14 21 
hi 12% 16 








eocece coos coos Pittsburg.... 18 
OCEAN AND FREIGHT RATES. 
Ocean rates are weaker, with a good 
movement of flour and fair booking. 
Through rates, in cents per l0u lbs 
from here, are: 













Liverpool........ 26% Christiania....... 8834 
London .. — Bremen .-. 8 
Glasgow ..... Dublin.. 82) 
Amsterdam Belfast... 81 
twerp.......... Hamburg........ 31 
tterdam....... 8 Copenhagen ..... 88: 
Newcastle........ 
* * 


The rates on millfeed from Duluth- 
Superior to the following points, in 
cents per 100 lbs, lake and rail, taking 
effect Nov. 1, are: 

Boston and Boston rate points .......... 19 
New York and New York rate points.... 17 
Philadelphia and Phila. rate points...... 15 
Baltimore and Baitimare rate points... 14 


Albany, Troy and Schenectady.......... 16% 
Utica ...... Deus eens sebsvccee duet codencec cvee 16% 
PG ROIIOA, 00 6006 60s ences seccvescsoceccscocce 4 
EET wadeuecsceopscesneconsescocncesscs 14 

Sent 565664464500 0n6h06040 440550 6040000 12 
PE noe cccicbeeseccsecesnsccoseeds 14 

NOTES. 

Ward Ames is in Chicago on a busi- 

ness trip. 


H. P. Gill has returned from a busi- 
ness trip east. 

The Duluth Universal mill is expected 
to begin running this week. 

The freight rate on wheat to Buffalo 
remains unchanged at 1c. 

Dwight M. Baldwin, of Minneapolis, 
was at the Head of the Lakes on busi- 
ness last week. 

G. G. Barnum, president of the Du- 
luth Board of Trade, was in Minneapo- 
lis on business last week. 

W. C. Farrington, vice-president and 
general manager of the Northern Steam- 
ship Co., Buffalo, is a visitor at the 
Head of the Lakes. 

Flax receipts amounted to 779,000 bus 
last week and prices dropped off about 
7c. This week receipts are expected to 
be about the same. Rejected flax is 
still bringing 10c under November for 
choice, but there is not the demand for 
it that there was, and flax dealers look 
for it to weaken still more. 

CHARLES A. MARSHALL. 





W. G. Babcock, manager Elk River 
(Minn.) Milling Co: ‘tDomestic busi- 
ness was fair last week as to quantity 
sold, but prices are yet as unsatisfacto- 
ry asever. We sold a little flour for ex- 

ort, but that, too, is scant of profit. 
Wheat is coming in ne Bae | that 


there is a chance to get threshing done.”’ 


Oregon 


(Special Correspondence.] 


The Oriental flour trade continues in 
bad shape. —— is ‘'nibbling”’ around 
and placing a few small orders, and is 
less particular about the price than 
China. The Hongkong market is flat, 
with stocks not materially reduced. 
During the week a few offers were re- 
ceived, but as they ran as low as $2.45 
per bbi, a figure which could not be ac- 
cepted, they were generally regarded as 
‘*feelers’’ thrown out. for the purpose of 
drawing out the coast millers to learn 
how low they would go. No business 
has been accepted below $2.55, and some 
recent sales have been made to the Jap- 
anese at $2.60(@2.75, the difference in 
price being not. due so much to quality 
as to the reputation of the different 
brands. The Japanese differ from the 
Chinese in this respect, that when they 
are ready to buy, it is a comparatively 
oasy matter to deal with them, but when 
their wants are supplied, they close up 





-tight and no amount of concession in 


rice will induce them to take hold. 

he Chinese have an eye for bargains, 
and it is probable that even with the 
country in its present disturbed finan- 
cial and social condition, considerable 
business could be worked if prices were 
what the Chinese deem low enough to 
be attractive. - 


The tramp steamer is coming to the 
rescue of the exporters who failed to se- 
cure a sufficient amount of tonnage to 
move the wheat crop of the Pacific north- 
west, and three big carriers were char- 
tered this eek, e Glenlochy and the 
Ching Wo, with a combined carrying 
capacity of 12,000 tons, were taken for 
Portland loading at 45s, a rate material- 
ly lower than was paid for the last sail- 
ers taken, and the Siam, a smaller 
steamer, was chartered for San Fran- 
cisco loading at 45s, with the option of 
Portland at 48s 9d. That the British 
shipowner is oe orig the lion’s share 
of the profits in the wheat business this 
season, is apparent from the rates which 
are paid these big carriers. The Glen- 
lochy’s gross receipts for the run from 
Portland to Europe will be over $65,000. 
She will make the voyage in from 60 to 
70 days, so that her emolument will be 
a proximately $1,000 per —. Her oper- 
ating expenses will be about _ 
day. The advent of the steamers has 
had the effect of weakening rates on 
sailers, and the Halewood, which re- 
fused 51s 6d about three weeks ago, was 
today offering in vain at 47s 6d, with an 
intimation that 46s 3d would be con- 
sidered. The net loss to her owners 
through the decline in freights alone, 
amounts to over $3,500 in less than thirty 
days. 

NOTES. 


An effort is being made to move the 
flour mill from Grants, Oregon, to Ione. 
A committee in the latter city is rustling 
up a subsidy and other concessions, 
and if successful, the plant will be 
moved before the new year. 


The Alliance flour mill, of La Grande, 
Oregon, is working on a big order for 
shipment to the Orient by the next 
steamer leaving Portland. The Pioneer 
Flouring Mill Co., of Island City, has 
an order for 500 bbls per month for South 
America, 

The Portland oy! of agents for in- 
terior flour mills has been increased this 
week by the Pacific Milling Co., of 
Wasco. Edwin S. Isaacs, president and 
manager of the company, is in charge of 
the Portland office. He is a son of the 
late H. P. Isaacs, of Walla Walla, and 
was for many years associated with his 
father in milling enterprises in Oregon 
and Washington. 

Articles of incorporation of the Ione 
Milling & Elevator Co. were filed at the 
office of the secretary of state today b 
J. A. Woolery, D. Freedman, L. Freed- 
man, A. S. Shadduck, Robert F. Wil- 
mot, J. J. McElligott, W. H. Dobyns, 
W. G. McNabb, J. P. Long, T. J. Carle, 
T. M. Benedict, S. E. Moore and Mat 
Holverson. Capital stock, $25,000. Prin- 
cipal place of business, Ione, Oregon. 

Most of the June wheat fleet from Port- 
land arrived out in a bunch at Queens- 
town and Falmouth this week. There 
were eight ships from this port reported 
out at the Irish ports Tuesday, and their 
combined cargoes totaled 873,511 bus. 
Two others reported on Monday, so that 
within 48 hours there was a total of over 
1,00),000 bus of Walla Walla wheat 
dumped on the foreign market from this 
port alone. 

President Mellen, of the Northern Pa- 
cific road, spent two days in this city 
this week and while here was lookin 
over a number of sites for a proposed 
dock on the west side of the river. The 
Oregon Railroad & Navigation Co. has 
the Northern Pacific rv well shut 
out of the east side of the Willamette 
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and at present, facilities on the west 
side are quite restricted and Mr. Mellen 
wishes to improve them 

The export barley movement this sea- 
son is somewhat smaller than that of 
last year. But two cargoes have left 
Portland since the opening of the sea- 
son. The ‘Centurion, now in port, is 
loading barley, and one or two other 
vessels in the river have barley options, 
and may aid in bringing the exports up 
to last year’s proportions by the turn of 
the year. The barley market is easy at 
$15@15.50 per ton for feed, and $16@16.50 
for brewing. Demand has been greater 
for feed than for brewing. 


The recent decline in the wheat mar- 
ket in Europe and the east has arrested 
operations in the business of shipping 
east by rail from interior points in 
Washington and Idaho. The movement 
never attained very great proportions, 
but was sufficient to cause some con- 
cern among a few shippers who feared 
that the start made might be followed 
up until more would be diverted than 
would be healthy for ocean freight rates 
that had been paid from coast ports for 
vessels to arrive. The Portland mar- 
ket is quiet at 52@58c for Walla Walla, 
and 55@56c for blue stem, the decline in 
freighte alone preventing the cereal 
striking 50c flat. The mills continue to 
take up all the valley wheat that is 
offering, at prices which cannot be 
touche by exporters, wheat which 
would not be worth over 58@54c for ex- 
port selling as high as 60c at interior 
milling points in the valley. 


Portland, Oct. 25. E. W. WRIGHT. 





San Francisco. 


(Special Correspondence.] 


Little of interest has taken place in 
the flour market during the past week. 
The mills in the interior of the state 
have been doing a good business, chiefly 
export. The price of milling wheat in 
the north is about as high as here and 
as a consequence, the demand for all 
grades of Oregon aud Washington flour 

as shown a decided falling off, much 
to the satisfaction of the home millers. 
Until relatively lower prices for north- 
ern goods are reached, the arrivals from 
that section will continue light. ‘The 
receipts of flour today were unusually 
large, amounting to 14,336 bbls. The 
greater part of that amount, however, 
consisted of the discharged cargo of the 
J.C. Pfluger, which sailed some time 
ago for Europe but returned disabled; 
the Inveramsay will carry the reship- 
ment. 

* 


Seeding and plowing for the new crop 
are progressing rapidly under very fa- 
vorable weather; everything points to a 
large acreage. The local market for 
wheat is in a very depressed condition. 
There has been but a slight movement 
of wheat during the week, not only be- 
cause of the lack of carrying facilities 
but because of the low prices offered by 
importers. Shippers are at present un- 
able to pay the ruling freight rates, in- 
surance, etc., and make a profit out of 
the prices offered for cargoes in Eng- 
land. There has been some talk of ship- 

ing overland, but transcontinental 

reight rates are as high as ocean rates. 

A vessel arrived yesterday, having re- 
fused 45s before arrival, but at present 
43s 9d is all that can be obtained. Sev- 
eral steamers have been attracted by the 
high rates offered and sailing vessels 
are in slightly less demand. No. 1 ship- 
ping wheat is quoted now at 95@96\4c 
per ctl, and sales of large amounts at 
those rates are rare indeed. 


NOTES, 


The bean market is slowly weaken- 
ing, owing to the regular arrivals. 

Exports of flour for the past week were 
18,956 bbls, 13,756 of which was destined 
for China. 

Max Brooks, one of the most promi- 
nent grain men of the city, returned on 
Monday from an extended tour in the 
east and Europe. 

Capt. H. T. Emery, manager and sec- 
retary of the Merchants’ Exchange as- 
sociation of this city, died early this 
morning after a prolonged illness. 

The Roanoke, which sailed on the 24th 
for Liverpool, carried one of the largest 
grain cargoes that has ever left this 
port; there were 96,660 ctls of wheat and 
13,670 of barley. 


The standards of this year’s crop, as 
reported by the state grain inspector, 
are as follows: Choice —_y wheat, 
60 lbs; No. 1 as wheat, 60 lbs; No. 
lt white wheat 60 lbs; No.1 chevalier 
barley, 52 lbs; No.1 brewing wa | 46 
lbs; No. 1 feed barley, bright, 39 bs; 
No. 1] feed barley, dark, 41 lbs. 

W. H. Houston. 

San Francisco, Oct, 25. 
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Bvery issue of this paper is protected by 

one ight. We will ba pleaser to allow the 

republication of or or rome (eRe a 
erein, e r credi 

tothe Northwestern Milter. 

There has been practically no interest 
shown in flour, but a steady recession 
in price. As buyers have seen prices 
go down, they have demanded greater 
and greater concessions, until in the 
past few days ‘the lowest figures of the 
season have been reached. Wheat prices 
have declined fully 8c per bu from the 
top, and flour prices are down in about 
a like proportion. The present marketis 
on the basis of $4.10@4.15. Lower grades 
of spring wheat flour have moved but 
little. In winter wheat flour there has 
also been but little movement. The 
lower grades are quoted almost exactly 
the same as a month ago, excepting the 
conditions are those of great dullness. 
Indeed, on extras No. 1 prices are a 
trifle better. Straights are 10c to ldc 
lower than at that time. This may be 
considered a curious condition but is 
due to the fact that the winter wheat 
flours did not respond to the general ad- 
vance seen in September. The scare 
then was entirely a spring wheat affair, 
and had very little to do with the winter 
wheat situation. In a moderate way 
there have been some fair lines disposed 
of. Un Thursday there were about 6,000 
bbls of spring wheat flour sold, some of 
the py! brands as high as $4.25, but 
most of it was below $4.15. The country 
brands are moving rather slowly. Busi- 
ness is to a very large extent local on 
all grades. Exporters are not in the 
market at all for spring wheat flours, 
but some business is claimed in Kansas 
flour and city flour, the former for Eu- 
rope and the latter for the West Indies. 


NoTe.—For flour quotations see “Tele- 
graph Markets” on another page. 








* * 
Rye Flour—Dull and weaker. Quota- 
tions: $3.15@3.65. 
Buckwheat Flour—Dull and weak. 


There is some offering as low as $2 to 
arrive, with quotations on the spot 
about $2.10@2.15. 

Millfeed—The situation has changed 
but little during the week. The city 
mills are reported to have closed out 
their production about up to their ca- 
pacity, although they have been run- 
ning three milis full time, and part of 
the time on Sunday. Spring bran is 
rather easier in tone, although chang- 
ing but little in price. Quotations: 
Coarse western spring in 100-lb sacks, 
$16.75@17.25 and 200-l1b, $16.25@16.75 to ar- 
rive, and spot; bulk winter, $16.50@19, 
bulk spring, $15.50@16.50. Spring mid- 
dlings, 2u0-lb sacks, spot, $16.50/@18.50; 
city feed, $17@20; red-dog, $18.50 to ar- 
rive; oil meal, $29.50@30. 

Cornmeal—tThe trade shows but little 
interest in anexport way. Quotations: 
Kiln-dried, $2.35/@2.45, as to brand; fine 
yellow at $1.05@1.15; white at $1.10/@1.15 
coarse at 87@88c; hominy, $2.65/@2.80; 
granulated yellow at $2.45@2.50 per bbl; 
white granulated at $2.50@3; brewers’ 
meal, $1.15/@1.20. 

Cereal Goods—The position of this 
market has changed but little. Quota- 
tions: Rolled oats, $3.60@3.85; ground, 
$3.95 4.05; cut, $4@4.25; pearl barley, 
$2.50@3.75; farina, $4.50@5; graham flour, 
33.003. 76. 

Wheat—The lower quotations have re- 
sulted in somewhat increased export 
business, but locally business has not 
been large, owing to the fact that the 
holders have been pees 20 days’ free 
storage, and the railroads are atill giv- 
ing that time, it is said, so that there is 
very little volume of trade developing. 
The f.o.b. prices at the close of the 
week follow: 

Cents. 


Se: POR vcscescsctdscceseconce Dec price. 
> l northern, Dakotaspot.. 6 over Dec 
No. 1 hard, Dakota spot....... 9% over Dec 
No. 1 northern, N. Y. spot .... 3% over Dec 


No.l hard, Manitoba spot.5% nom over Dec 
No. 2 hard Kansas .... .. 34 under Dec 


No. 2 hard, Manitopa.. eon }"4 nom over Dec 
No. 1 hard, spring to arrive.. 9 over Dec 
No. 2 Milwaukee spot.......... 24 under Dec 


No. 1 northern, Chicago, spot 1% over Dec 

Corn—There has been an extraordina- 
ry demand for corn during the past two 
weeks. The volume of trade this week 


has not kept pace with the amount of 





business done last week, but the aggre- 
gate would have attracted attention at 
any time excepting just following the 
enormous business of a week ago. Lo- 
cally the cash corn market has been rel- 
atively strong. Most of the export busi- 
ness has either been forward on the c. 
i. f. basis from the west. Export prices 
at the close of the wvek, No. 2corn, spot, 
464c; No.2 white, 46%c f. 0. b. afloat; 
No. 2 yellow, 47c. 

Other Grain—The trade in oats has 
been of fair proportions this week, with 
prices very steady. The f. o. b. prices 
at the close of the week follow: 


Cents. 
ING, 3B OBGBsica. i scctccs 56 over Chicago Dec. 
No.2 clipped......... 6 over Chicaso Dec. 


No. 2 white clipped... 7 over Ohicago Dec. 
Heavy white clipped. 7 over Chicago Dec. 

In rye there has been almost no de- 
mand, due to the fact of indifference 
abroad, and lack of offerings at satis- 
factory prices. The trade in barley is 
unimportant, prices ruling about steady. 
There has been a little trade in buck- 
wheat for export, but shippers are show- 
ing no interest, and are not bidding f. o. 
b. afloat any better than the c. i. f. 
track quotations for car lots. 

Seeds—Irregular and unsettled, on ac- 
count of rapid fluctiuations in prices at 
the west. Clover seed is weak and 
lower with very indifferent demand and 
timothy is quiet. Quotations are: Clo- 
ver, 9%4@l1lc; timothy, $1.95@2.50. 

Beans and Peas—Beans continue very 
firm and marrows are quoted at $2.50 for 
choice, with some sales above this fig- 
ure, ordinary beans running down to 
$2.10. Mediums are almost out of the 
market, ranging at} $2@2.22%c. Pea- 
beans are also very scarce and are 
quoted at $1.95@2.10. Red kidneys are 
$2(@2.60. r 

Hay and Straw—There is a very 
steady market for choice grades of hay 
and receipts have not been very heavy 
for the week. The lower grades are 

uiet. Straw is firm on light supplies. 

uotations: Prime, 924%c; No. 1, 87k@ 
90c; No. 2, 80@85c; No. 8 ,724%@75c; clo- 
ver, mixed, 70@80c; clover, 60@75c. Quo- 
tations for large bales, small bales local 
use 50@75c per ton under large. Straw- 
rye, 82)4@87 ke. 


OCEAN FREIGHTS, 


The situation in the market shows 
continued pressure, and prices are lower 
for full cargoes, although a little stead- 
ier tone prevails at the close. The very 
active business in corn this week has 
not had any apparent effect on ocean 





freights. Quotations at the close of the 
week follow: 
Grain, Flour‘ 
per bu. per ton’ 
RUROE cncncccenss B%d 128 6d 
Scnss suse anee8e 46d 17s 6d 
Rees 4d 15s 
PED sécecsesbecesss 6d 178 6d 
bi +eeesdsseenesces 54d 188 9d 
Hull 54d 20s 
54d 20s 
4nbe 178 6d 
44d 15s 
an 
4 
Amsterdam ......... 10%e ie 
Rotterdam........... 10%e f2lc 
UC See *4s 26s 
Copenhagen ......... *4s @b6s 22s 6d 
NS eNews senecone *4s @5s 22s 6d 
cies 050036000600 *8s6 d@.... ti7Ke 
. 4 4 SSpppeqqu . Sewer 
*Per quarter; tper 100 Ibs. 


NOTES. 

The demand for corn goods for South 
Africa has improved quite a little re- 
cently, with sales on the basis of $2.10 
in sacks for shipment to that point. 

It is stated that the reorganization 
committee of the United States Flour 
Milling Co. is about to take up actively 
the reorganizations of the flour trust. 

It is stated that the competition in the 
selling of spring wheat patents has 
reached such a point that a well-known 
Minneapolis brand is being sold at $4, 
with the flour in 3%-lb bags, branded, 
and as the bags are worth about 25c, this 
makes the flour net only $3.75. 

The arbitrary action of the railroads in 
their refusing to name November freight 
rates has resulted in very sharp criticism 
by the trade. Not until this week did they 
make any change, and that without no- 
tice, advancing rates equal tole. As 
the outport roads have not taken this ar- 
bitrary stand, several lots of grain, it 
is stated, have been moved that way, 
thus ag ey ee against the traffic 
this way in favor of the outports. 

The securities of the Standard Milling 
Co. are to be as follows: First mortgage 
5 per cent, $5,750,000; preferred stock, 
$6,900,000; common stock, $4,600,000. Of 
the bonds only about $3,489,000 are to be 
issued at first, the remainder to lie in 
the treasury of the company pending ex- 
change for bonds of subsidiary com- 
panies. The total interest charges under 
the new arrangement, including $45,000 
for the sinking fund, will be $355,110. 

The sales of city flour have been quite 
active this week. The three mills have 
been running lately full time, and on 
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Friday transactions aggregating 32,000 
bbls were reported. Kansas flours have 
been in a little better export demand 
this week and some sales on the basis 
of $3.50 in sacks for patent and $2.75 for 
clear are claimed for shipment. The 
demand for low-grade winters is ex- 
tremely disappointing, and some of the 
receivers are considering the mere 
of advances on the low-grades and the 
patents. 


The big bread bakery paw tg A built 
at Thirty-eighth street and Eleventh 
avenue has opened up; and at the same 
time a number of bakery shops known 
as’the A. B. C, Co. have opened up up- 
town. The backer of the bakery has 
been unknown since the work begun. 
Several rumors have credited. Mr. Shirk 
manager of the Hecker-Jones-Jewell 
Milling Co., as running the a 
with rumored backing ". Holt Co. 
The manager is said to be a Philadel- 
phia baker. . 

STEAMSHIPPING NOTES. 


It is reported that the Scandinavian 
line has contracted fora —— steamer, 
to be the first of a fleet which will oper- 
ate between this port and Copenhagen. 

The American-Hawaiian Steamship 
Co. has given the contract to the New 
York Shipbuilding Co., whose plant is 
ps | completed at Camden, N.J., to 
build two steel passenger and freight 
steamships. 

The Hamburg-America liner, Fuerst 
Bismarck, and the new French liner, 
La Lorraine, which left this port Oct. 18, 
were both sighted off Lizard Head, Eng- 
land, at about the same time, on Wednes- 
day, having made the passage practical- 
ly together. 

he fleet of the National line, running 
bétween this port and London, has 
been transferred to Baltimore, where it 
will continue in the London service. 
This leaves this end of the business in 
the hands of the Atlantic Transport 
line. 

Advices from Halifax, N.S., state that 
the British steamship St. Regulus, from 
Dunkirk to New York, was towed into 
that port on the 24th, by the steamship 
Glandon. The captain of the St. Regu- 
lus reports that on Oct. 11, after several 
days of bad weather, the steamer sprang 
a leak, and the water came in so fast 
that the fires were extinguished. The 
water was kept down by means of hand 
pumps until relief came. 

A. L. RUSSELL. 


Baltimore 


for Advertisements of the Leading Mills in 
Itimore, See Page 866. 








[Special Correspondence. | 


Flour was practically unsalable in 
this market up to and including Wednes- 
day, when the C. A. Gambrill Mfg. Co. 
reduced its prices lic, but since that time 
there has been a better feeling which 
has resulted in some trading at the late 
decline. All mills were not quick to 
follow Thursday’s rally in wheat and 
those which pursued a conservative pol- 
| a did the business. Some 
mills, notably those which have the 
happy faculty of knowing how to take 
care of themselves and at the same time 
to make buyers feel good and comforta- 
ble, sold first and advanced afterward. 
These understand their business and 
manage to out-general their competitors 
at almost every point, for they have 
learned by experience that the time and 
only time to sell flour is when the trade 
wants it. Sales during the week showed 
some increase and included spring pat- 
ent at $3.90@4.05, spring straight at $3.80 
@3.90, spring clear at $2.90@3.05, Kansas 
hard wheat patent at $3.70@3.85, winter 

atent at $3.65@3.80, winter straight at 

.30@3.45, winter clear at $3.15@3.30 and 
winter extra at $2.50@3. Extra quality 
brought 5@10c more than the extreme 
figures in instances, especially in the 
case of spring and winter patent, but 
the bulk of the trading was done at 
prices within the range of the foregoing 
quotations. Those who wanted spring 
patent were generally suited at $4@4.05, 
while some country offerings were ob- 
tainable as low as $3.90. Choice Mil- 
waukee clear went at $3.05. Strictly 
hard winter patent was generally held 
firmly at $3.85@4—too high for most 
dealers, yet it is claimed that a line was 
sold as low as $3.50 in jute. Winter pat- 
ent moved slowly at $3.65@3.90, accord- 
ing to quality, while winter straight was 
the best seller on the list at $3.30@3.45, 
chiefly near by at $3.35@3.40. Low- 
grade, winter and spring, is neglected as 
usual. At the close the market was 
weak with offerings obtainable at the 
lowest of the week. City mills report 
trade dead-dull, aside from some sales 
to New York exporters, yet another 
a output of about 10,200 bbls. Rio 
extra is lower and ignored at $3.60@3.75. 
Clearances of flour for the week were 
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61,829 bbls; receipts, also destined for 
shipment principally, 86,293. 


NorTse.—For flour quotations see “Tele- 
graph Markets” on another page. 


WHEAT. 


Wheat was tobogganing and more act- 
ive, closing 244c lower on cash and 2%4c 
on December than the figures of a week 
ago. Receipts were fair, clearances 
large and stock showed a decrease of 
91,472 bus. Cables, as a rule, were lower 
but brought some workable orders for 
wheat on the breaks, chiefly hard winter 
and spring. Exporters did not all tell 
the same tale, some declaring that there 
was no demand for wheat while others 
claimed to be doing a good business in 
the cereal. It was generally admitted, 
however, that soft wheats were neglect- 
ed and that if there was any demand at 
all it was confined to the hard varieties 
exclusively. The wheat that was sold 
for export will probably be furnished 
by Chicago at a low price compared 
with the December option and based 
on shipment for the interior before the 
advance in freight goes into effect. 
Freight ae for the week were 
large, chiefly steamers and mainly for 
corn. Southern wheat is 2c loweron the 
better qualities and lc on the poorer 
grades than last quotations, with re- 
ceipts keeping up remarkably well for 
the season and going principally to the 
shippers. Speculation here in wheat 
sees very little good in the cereal but is 
not inclined to short it to any extent at 
this level. Receipts of wheat here for 
the week were 158,689 bus; clearances, 
230,130; stock, 1,200,679. 

Closing and comparative prices were: 





Closing, Same time 
Wheat— ct. 27. last year 
MED scasisciseaceene » $.70 @.70% $.70 @.70% 
No.8 red spot....... 67 pus) .6634@ 66%, 
Steamer No. ?....... 67%@67% .6554@.65% 
South’n,by sample. .65 @.71 64 @.71% 
Southern, on grade. .69 @.71 67%@.71 
October.............. -70 @.70 -70 ani 
November... ° -70 @.70% 
December... 7134@.72 
BEAT cccccccccvecscccss sOCMNOMR §— csces @..... 


CORN. 


Corn ruled weak and active, closing 
24c lower on cash, 4c on year and ke 
on January than former figures. Ex- 
porters did an immense business in 
corn last week, chiefly in the new-crop 
grain and for distant loading. Good 
sales were also made for near-by clear- 
ing but the great volume of the buying 
had reference to deferred shipments. 
Under small arrivals the southern cere- 
alis in constant demand at relatively 
firm prices. Speculation here in corn is 
still generally bullish, particularly on 
the new-crop options, though there are a 
few prominent operators who are notice- 
ably selling the cereal on all rallies. 
Receipts were 627,204 bus; clearances, 
368,571; stock, 1,108,540, 

Closing and comparative prices were: 


Closing, Same time 

Corn, mixed— Oct. 27. last year. 

Spot mixed ............ $.4244@.42)6 $.3834 <6 
No. 2 white spot,....... ..... | 3850@.88: 
Steamer mixed........ -404@.40% .864@.87 
Southern white........ 4 @.46 38 @.40 


Southern yellow....... 4 @.46 38 @.40 
«++ 424%@.42 roy 
384%@ 





‘ «+. 42 @4 38. 
e 41% @..-- 
87 @387% 
, Reese 40 @ 3634@ 87 
.  ., SR eee 404@. 8634@.387 
* * 


Millfeed—Dull and entirely nominal 
at the following quotations: Light- 
weight winter bran, $15.50@16; medium- 
weight, $14.50@15; heavy-weight, $l4@ 
14.50; middlings, $15; spring bran in 
200-lb sacks, $15.75; ‘in 100-lb sacks 
$16.75; city mills’ middlings, $16 per 
ton, delivered. 

OCEAN FREIGHTS. 

Ocean freights are lower and in active 
demand, at the following closing rates: 
Liverpool, per bu, 4d; London, per qr, 
38s 6d; Glasgow, 3s 3d; Belfast, 8 6d; 
Dublin, 3s 7%d; Bristol, 3s 6d; Leith, 
8s 6d; Denmark, 3s 10%d; picked ports, 
3s 8d; Antwerp, 3s 3d; Rotterdam, 3s 3d; 
Bremen, 85 pigs: Hamburg, 3s 6d; 
Havre, none offering; Cork, f. o., 38 
104d. 

NOTES. 

Baltimore — 7. 60,000 bus oats to 
London last week. 

Conrad Rihl, Sr., of C. Raihl & Suns, 
flour jobbers, is serving a term as juror 
in the criminal court of Baltimore, 

Samuel S. Daniels, Philadelphia cor- 
respondent of the Northwestern Miller, 
was in Baltimore last Tuesday on busi- 
ness. 

Charles D. Fisher, of Gill & Fisher, 
rain exporters, who has been abroad 
or several months, is at his post again, 
looking much improved by his trip. 

Additional visitors on ’change last 
week were J. Asmussen, Copenhagen; 
Hans von Eicken, Hamburg; W. H. 
Merritt, Henry L. Goemann and F. E. 
Crawford, Chicago. 

Flour exports from Baltimore last 
week included Liverpool, 23,847 bbls; 
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London Fa at Bristol, 5,213; Rotter- 
dam, 4,714; remerhaven, 2,142; Antwerp, 
1,313; Coastwise, 2,085. 

William Johnston, of Liverpool, man- 
aging owner of the Jobnston line, and 
his son, E. A. Johnston, are visiting 
Baltimore. 1t is said that Mr. Johnston 
will make his annual gunning tour 
through the Carolina sounds before re- 
turning home, 

Among the visitors on ’change durin 
the week were C. A. Dean, Elizabet 
City, N. C.; L. W. Mida Chica o; W. 
G. Monnet, Boston; William aley, 
Charleston, 8. C.; J. F. Upham, Chica- 
go; J. B. Yeager, Wilkes Barre, Pa.; E. 
A. Johnston, Liverpool. 

Herman Rauschenberg, of Dresel, 
Rauschenberg & Co., agents of the Nep- 
tune line, returned during the wee 
from Germany, where. he spent the sum- 
mer. He arrived at New York Tuesday 
on the North German Lloyd steamer 
Kaiser Wilhelm der Grosse. 

The turret steamer Noranmore of the 
Johnston line, of which Patterson, Ram- 
say & Co. are the local agents, is in port. 
She was built in 1898 and is regarded as 
a fine type of her class. She is 420 feet 
long and 50 feet 2 inches beam, with a 
deadweight cargo capacity of over 9,000 
tons. She has poi te boas engines 
and a speed of 12 knots an hour. 

CHARLES H. Dorsey. 

Baltimore, Md., Oct. 29. 

Z 





Montreal 


Special Correspondence.| 


Receipts of flour Mg try 2 the week were 
23,959 bbls, against 21,246 for the previous 
week, and 43,676 for the same week in 
1899. With a decline of 5@6c per bu in 
the price of wheat, flour buyers who a 
couple of weeks ago were anxious to 
place orders for forward delivery, have 
veered around and are now confining 
their purchases to immediate wants. 
Millers, also, who a fortnight ago 
scarcely deigned to reply to the tele- 
grams of dealers, are now ae 
firm offers, and in a word it is the old, 
old story overagain. As a consequence 
of this indifference on the part of buy- 
ers, there have been cuts in the price 
both of Ontario straight rollers and 
Manitoba erry clears. The former 
can now be laid down here at $3.25 for 
90 per cent, a decline of 5c, while strong 
clears are quoted 10c lower at $4.15@4.30. 
Export demand is still slack, but I un- 
derstand that two large lines of winter 
patents have been worked, for English 
account, and a round lot of red-dog also. 
The prices were not divulged. 


Quotations: 
Sacks. Barrels. 
Spring p&tent.......... $2.20 @2.85 - 
Winter patent. ........ 1.8244@1.92% 38. 
Strong clear............ 2.0744@2.15  4.15@4.30 
Straight roller......... 1.5746@1.70  8.25@8.50 


* * 

Oatmeal—Receipts of oatmeal were 
nil during the past week and stocks 
here are light. Trade, however, is 
quiet, and I understand that holders, in 
their efforts to induce demand, have 
shaded prices, but in a general way 
$3.25 may still be quoted in barrels, and 
$1.5744@1.62% in bags. 

Bran—There has been a good demand 
for Ontario bran in bulk during the 
week, and prices rule steady, with car 
lots $14.50@15, though one large dealer 
protested to me that it was impossible 
to secure any large — under 
$15.30. Lower offers of Manitoba bran, 
which has been reduced $1 per ton to $15, 
no doubt explains why holders of On- 
tario have not asked nigeer prices. 
Shorts are 50c lower, at- $16@17, while 
moullie is unchanged, at $19@25, as to 
grade, 

Wheat—The further drop in the price 
of wheat at Chicago has naturally led 
to a weaker feeling here. No. 1 hard 
Manitoba is offered 2@2c lower at 84@ 
84e afloat Fort William, while Ontario 
red winter has sold unchanged at 74c 
afloat here. 

New Buckwheat—The crop of buck- 
wheat in this province has been gath- 
ered in good condition, in striking con- 
trast to that of 1899, the bulk of which 
was harvested in wet weather, leading 
to a musty average quality of grain. 
The yield this year is also a good aver- 
age. A number of sales were made 
here at 55@55e afloat; but now, holders 
are tens less money, transactions 
in store being noted at 52%4@53c. This 
nee a lot changed hands at 52\c in 
store, ’ 

Other Grains—The only actual change 
in the price of other grains has been a 
decline of one-half cent in oats under 
increased receipts, sales afloat transpir- 


ing at 274% @28c for No. 2white. Several 
of the samples received on ’change 
lately will not grade No.2. Peas are 


steady, and business to the extent of 
10,000 bus was worked this week at 66c 
afloat. No. 2 barley for export has 
changed hands at 47@48c, and there 
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is inquiry for more at the same prices. 
Rye moves steady at 56@56c afloat. 
RR 
The export movement of flour and 


corn this week was heavier than usual. — 


The figures are: Flour, 42,081 sacks; 

ape . gr | a beh 143,490 
us; corn, ; barley 3822; peas, 

96,272; flaxseed, 16,774; oats, 50,000. 

x... 

The tendency in the ocean freight 
market is still gradually downward so 
far as heavy grain is concerned, but 
there has been no change in the rates 
for flour or oats. Space for heavy = 
to Belfast and Manchester has been 
contracted for at a decline of 3d, and to 
Antwerp at a cut of 6d per qr. This 
tendency is a reflection of the easier 
feeling in the freight market noted at 
Boston and New York. For the bal- 
ance of the season, however, except to a 
few of the ports, the space now avail- 
able from Montreal is very limited. 

In the matter of inland freight, en- 
gagements have been made from Chi- 
cago to Montreal at 4%c per bu for 
wheat and 4%c for corn, while the 
rates from Chicago to Buffalo are under- 
stood to be 1%c on wheat and 1\e on 
corn. 

Ocean quotations are: 

Flour—Liverpool, Glasgow, Manches- 
ter and Antwerp, 17s 6d; London, 22s 
6d; Bristol and Cardiff, 208; Belfast and 
Dublin, 25s; Leith, 22s 6d; Aberdeen, 278 


“7 ton. 
eavy Grain—Liverpool, 2s 6d@2s 9d; 
Machester, 2s 3d@3s; Glasgow, 3s@3s 3d; 
London, 3s; Bristol, Dublin and Ham- 
burg, 3s 9d@4s; Leith and Cardiff, 4s; 
Antwerp, 3s; Belfast, 3s 6d@8s 9d per qr. 

Oats—Liverpool, 2s 6d; Hamburg, 3s; 
Glasgow, 2s 3d@2s 9d; London, 2s 9d@ 
3s; Manchester, 2s 9d@3s; Antwerp, 2s 
9d per qr. 

a 


ie 
Stocks in store on the dates named 
were: 
Oct. 20, Oct. 28, 
1900. 1499. 





bus. bus. 
Wheat.... 16,566 \ 
Corn. 72,028 12,110 
Peas...... 262,068 85,262 
D cecccccccoccsoece 288,651 418,750 
pO er 148,044 128 248 
Du ccrevsccccccccese 81,107 
Buckwheat. $1,785 76,712 
DOORS, .cocccene 20,281 8,006 
Pons chixaghh Sink eR ae 


282 
*Barrels, all rest bushels. tEstimated. 
Montreal, Oct. 29. W.A. RITOHIE. 





Boston 


For Advertisements of the Leading Flour 
Buyers in Boston, See Page 839. 


[Special Correspvondence.| 


A dull market for flour has prevailed 
all through the week, business ponenelyy 
being very quiet, buyers taking little 
interest in the situation. The depressed 
conditions prevailing in the wheat mar- 
kets, as well as the desire of the millers 
to unload the flouron hand before the 
propesee advance in freight rates on 

ov. 1, caused some low prices to be 
made, especially for spring wheat flours, 
but instead of helping the situation, this 
state of affairs only resulted in greater 
apathy on the part of the trade. On 

ursday a little business was done by 
a few. of the millers’ agents, but 
it was only temporary, an the 
week closed dull and unsatisfactory. 
Chicago and certain brands of Minne- 
sota spring wheat patents are offered at 
$4.10@4.15 per bbl, with the general 
range of Minnesota brands about $4.20@ 
4.35. A few Minneapolis trade yes 
are held at $4.40 and one special brand 
at $4.50, but few sales were made 
above $4.30. Winter wheat patents are 
dull and easier. ‘or report sales 
bard to make. Michigan patents are 
quoted at $3.90@4.10, with clears $3.60@ 
3.70 and straights $3.70@38.80. Ohio and 
Indiana patents are quotable at $3.90@ 
4.15, with clears and straights about 
$3.60@3.80. New York clears were 
offered during the week at $3.50, with 
straights $3.60@3.70. Kansas patents 
from hard wheat are quoted at $3.85@ 
4.05, according to quality. 

NoTe.—For flour quotations see “Tele- 
graph Markets” on another page. 

The receipts of flour during the week 
were 21,075 bbls and 47,105 sacks, com- 
pared with 22,080 bbls and 51,513 sacks 
the previous week, 
- * * 

Cereal Products—A fair demand for 
cereal products is reported this week, 
with —, quoted lower. 








Jobbers’ quotations are: 

p Per bbl. 
PO NB ivan Sock tiring vicciesdscdées $3.45@8 75 
Cut and ground oatmeal .. 3.86@4.16 
Graham flour........... 2.25@ 4.60 
EO, BROGR icc vases oceons .. 8.00@3.75 
Granulated cornmieal................ 2.45@2.60 
Bolted cornmeal......... ......:.... 2.30@2.70 
Cornmeal, COMMON,,..... 6... -.650505 2.06@2.10 


£xports of flour, wheat and corn from 
Boston during the week ending Oct. 27, 


were: 
-—Flour— Wheat, Corn, 
Destination— bbls. sacks. bus. bus. 
345 «21,946 


Liverpool .... 97,289 285,658 
London....... beast 10,487 24,690 17,148 
Provinces .... 8,202 ...... — eavees 11,970 





Total for week 8,687 82,483 121,979 +814,771 
Since Jan 1... 72,511 1,718,247 10,169,450 9,909,121 
Since 1-1, ’99.. 106,972 1,761,687 10,965,668 15,827,214 


* 

Millfeed—There is very little change 
to note in the market during the week. 
The demand is quiet, with prices fairly 
steady. Standard bran for shipment is 
quoted at $16.50 Re ton; coarse Minne- 
apolis, $16.75; Head-of-the-Lakes, $17; 
mixed feed, $17.25@18; flour middlings, 
$18@18.50; red-dog, $18.75; corn and oat 
feed, $16 per ton in sacks, The receipts 
of millfeed during the week were 165 
tons; exports, 116. 

Corn—A quiet demand for spot corn is 
reported, with a good supply offering. 
Prices show a decline from last week. 
No. 2 yellow and steamer yellow on 
track are quoted at 49c per bu, with 
steamer and No, 3 corn about 48%c. 
The receipts during the week were 553,- 


679 bus. 

Oats—The market is well supplied 
with oats, but the situation has not 
anges materially from a week ago. 
The demand is slow, with fancy clipped 
white oats held at 324% @33c per bu, and 
No. 2 clipped white at 294@29%c. The 
Hoag te uring the week were 129,838 

us. . 

Beans—The receipts of beans are in- 
creasing, but the demand is good and 
full prices are obtained. Choice New 
York peas are steady at $2.10 per bu, 
with medium light supply, and held at 
$2.10@2.15. Receipts during the week 
bet 2,252 bbls; since Sept. 1, 1900, 7,371 

8. 

Peas—There is a fair demand for 
Canada peas, with other kinds slow. 
Scotch peas are in light supply and 
firm at quotations. Choice Canadian, 
$1.05@1.10 per bu; western, choice, $1.20 
@1.25; Scotch, $1.35@1.40. 

Hay and Straw—A good demand for 
choice hay is reported with offerings 
very light. About $18@18.50 per ton is 
the price obtained, although fancy cars 
bring more. Medium grades are in 
liberal supply. at $15@17.50. Rye straw 
is in good demand at $15@15.50, with 
fancy cars quoted at $16. The receipts 
during the week were 340 cars hay and 
29 of straw. 

NOTES. 

James V. Godfrey has been receiving 
the in yee ne | of his friends upon 
the new Ag boos dignity of ‘'grand- 
papa.”’ e received a wire from his 
son, Joseph’ V., a former Boston boy, 
now located in Moorhead, Minn., ad- 
vising him of the arrival of a 121b boy. 


The Elder-Dempster line, which main- 
tains a service between this port and 
Avonmouth, has closed a contract for 
three large freight steamers to run to 
Montreal during the summer months, 
and to Atlantic ports in the winter. 
They will be constructed with a special 
view to light draughts in order that they 
may be fully loaded at Montreal 
throughout the season, and make the 
passage of the St. Lawrence river with 
aminimum risk. They will be twin- 
screw ships, fitted with the most mod- 
ern and up-to-date appliances. One will 
be built in the yards of Sir Armstrong 
Mitchell, Newcastle, and the others by 
Messrs. Swan & Hunter of the same 
place. 

It is stated upon reliable authority 
that the Cunard Steamship Co. con- 
templates the building of a new freight 
steamer to take the place of the Corin- 
thia, which was wrecked on the coast 
of Hayti last May, while loaded with a 
cargo of mules bound for South Africa. 
The loss of the Corinthia and the sale of 
several of the older vessels of the com- 
pany left the Boston route with but four 
steamers, the Sylvania, Ultonia, Sax- 
onia and Ivernia, and the new vessel 
is to increase the facilities on the Liver- 
pool-Boston route. The company also 
contemplates building, and, in fact, it 
is understood has already under process 
of construction, a 15,000-ton steamer for 
the Boston trade, which will combine 
passenger and freight traffic. 

Boston, Oct. 29. Lours W. DE Pass. 





L. B. Gibbs, Grand Forks, N. D: ‘' Re- 
ceipts of both wheat and flax during the 
past week have been better than ex- 
pected. While some of the wheat is of fair 
milling quality, most of it is inferior,and 
is being er as rapidly as taken in. 
There is but little hay oye delivered 
by local farmers, and the price of baled 
stock shipped in is about $ll aton. De- 
mand for oats and ground feed is good.”’ 





The F. W. Jaqui Milling Co., Morris 
Plains, N.J., has been incorporated with 
$20,000 capital stock. The incorporators 
are: Frederick W. Jaqui, Frederica J. 
Hanson and Gustaf R. Hanson. 
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Tacoma 


(Special Correspondence.) 


Tacoma mills continue their steady 
grind and are bape | out flour day and 
night. Millers over the state are unani- 
mous in their reports of the excellence 
of business. The demand from Asia 
remains steady, and merchants in both 
Hongkong and Japan are placing or- 
ders for the product of Washington mills 
in about the same volume that was 
noted a yearago. There is nothing in 
the situation, as it now presents itself 
to millers, that would indicate any ear- 
ly cessation of grinding for lack of or- 

ers. Receipts of flour from the interior 
for trans-ocean shipment are of about 
the usual volume at this season of the 


year. 
¥* *¥ 


The wheat movement to this port is 
gradually letting up, as a all 
the wheat that farmers ship direct has 
been moved, and authorities in the esti- 
mating business say that 40 per cent of 
the wheat raised in the Walla Walla 
valley has been shipped. Large quanti- 
ties of this wheat have not yet reached 
tide-water and it is to be found on the 
sidetracks of the Northern Pacific all 
along the road between Tacoma and 
Pasco. The warehouses in the country 
along the Northern Pacific contain 
about 5,000,000 bus, and there is about as 
much in the warehouses along the Wash- 
ington & Columbia River road. This 
will be moved — so salt water as 
there is room for it in the warehouses 
here, 

NOTES. 

Sterling on London, 60 days, is quoted 
at $4.84%, and for sight,,$4.81%. 

G. A. Eckerly, a well-known Seattle 
grain broker, is againon duty after hav- 
ing been seriously ill for some weeks, 

H. H. Hood, shipping clerk for the 
Puget Sound Flouring Mills, and Miss 
Ruth M. Andrain were married last 
evening. 

The report of Harbor Master Jensen, 
of Seattle, for September shows that 
there was oy Sty to foreign ports from 
Seattle 35,000 bbls of flour and 2,012 tons 
of wheat. 

Last week’s wheat receipts amounted 
to 288 cars. In addition two cars of oats 
and one of barley were received. The 
receipts for the current week promise to 
be about 300 cars. 

The wheat market has ruled steady 
during the ea week. It closed today 
at 55%c for blue stem, and 52\c forclub, 
and for the past seven market days has 
been steady at the figures named. 

Prices on flour to jobbers are as fol- 
lows, in this market: Patents, per bbl, 
$3.50; seconds, $3.20; graham, quarters, 
per bbl, $2.80; 10’s, per bale, $1.60; whole 


wheat flours, quarters, per bbl, $3; 10’s, 
per bale, $1.70. Feed—Bran is nes 
ngs 


at $16 per ton, shorts at $16, mid 
at $21, and rolled barley at $19.50. 

There are a number of Walla Walla 
county farmers who have not only the 
present crop of wheat in hand, but also 
two or three precne crops in their 
bins, holding it for better prices. They 
have been receiving 42c for club, and 45c 
for blue stem. Many who were willing 
to part with their grain at 48@5uc, the 
price a few weeks ago, are now deter- 
mined to hold it. 

The ocean freights situation is any- 
thing but satisfactory to shippers. 
Rates are still only nominal, as there 
are no vessels offered and no indica- 
tions that there will be aay yo 
tonnage on the market in the immediate 
future. The figures are nominally 46s 
8d. Vessels for distant arrival are 
offered at 41s 3d@42s 6d, but as a rule 
exporters are indifferent and they are 
not taking much tonnage for distant ar- 
rivals at current figures. 


President Mellen, of the Northern Pa- 
cific road, has approved the plans for 
another warehouse to be constructed on 
the water-frontin Tacoma. The plans 
call for a structure 500x148 feet. It will 
be built adjoining the new Balfour dock 
on the north, covering the space now . 
occupied by the Hardy Machine Works 
and the plant of the Cascade Cereal Co. 
Work will begin within the next 60 days. 
The building, when completed, will be 
turned over to Balfour, Guthrie & Co. 
to whom it has been leased for a term of 
20 years. Notice has been served on the 
Hardy Machine Works people to vacate 
the premises they occupy within the 
next 60 days, and the lease held by the 
Cascade Cereal Co. on the site occupied 
by their plant has been turned over to 
the railroad company for a considera- 
tidn of $15,000. The lease had 15 years to 
run. 

FRANK E. WYMAN. 

Tacoma, Wash., Oct. 26. 





Kurtz & Klemson, millers at Salubria, 
Idaho, have resumed business, 





860 





Foreign Department 


BRANCH OFFICE OF 
THE NORTHWESTERN MILLER 
KINGSLAND SMITH, Manager. 
No. 5 Catherine Court, E. C., 
LONDON, ENG. 








American advertisers in this paper desir- 
inz special information concerning foreign 
markets or connections, and fore adver- 
tisers in this paper desiring special informa- 
tion regarding American mills or American 
connections, are invited to correspond di- 
rect with the manager of our Foreign De- 
partment, Mr. Kingsland Smith, 5 Catherine 
Court, Seething Lane, London, E. C., Eng. 
Telegraphic address, “Millefiori,” London. 





For Advertisements of the Leading Flour 
Factors of Great Britain and the Conti- 
nent, See Pages 834-836. 








LONDON, OcCroBER 17, 1900. 








[Every issue of this paper is protected by 
copyright, We will be pleased to allow the 
republication of articles or items appear- 
ing herein grocers per credit is given 
to the Northwestern Miller.| 

The flour market is still suffering 
from the large purchases made in July, 
August and early September, since 
which time very few forward contracts 
have been made, and with the excep- 
tion of a large consignment of a well- 
known brand of flour the trade has been 
depending on the purchases made in 
these months. The price at that time 
was about 2s less than now, and ship- 
pers are beginning to give way to meet 

urchasers. Thg mills are now general- 

y offering at 9d less, but thus far with- 
out oe buyers to any great ex- 
tent, who still think that they ought to 
obtain flour at the old price. Kansas 
flours are being offered at 23s 6d for 
best patents, 22s for straight, and 21s for 
clear, with buyers only bidding 23s, 21s 
and 20s, respectively for the various 
grades. Top patents are being offered 
both ex-store and c. i. f. at 25s 6d, with 
buyers about 24s. In English flour the 
— for both town and country flour 
as declined 6d per sack, town house- 
holds receded from 25s to 24s 6d, while 
country patents fell from 26s to 25s 6d, 
and even at the decline the demand was 
not brisk. 

A new feature in the trade is the at- 
tempt now being made by the govern- 
ment of New South Wales to introduce 
flour into England, and up-to-date mill- 
ers of that colony have sent to London 
alone about 20,000 sacks of flour this sea- 
son. This quantity, compared with the 
imports from America, is, of course, 
trifling, but as a commencement is very 
xzood, and the flour itself, though not to 
be compared with the texture of Ameri- 
can flours, yet its dryness and good col- 
or supply a want which this season is 
especially vaulable to the baker. The 
price also is in its favor as it can be 
bought at about 23s, which is cheaper 
than the French flours and also than the 
country patents, which it will replace. 


THE MARKETS—LIVERPOOL. 


Kruger, Darsie & Co., Oct. 16: ‘t Though 
flour prices are nominally unchanged 
there is really at the moment not nearly 
sufficient business doing to test prices, 
but any intending buyers should have 
no difficulty in filling their require- 
ments at lower prices. In most cases, 
however, values here remain still below 
the cost of importation, though Ameri- 
can mills during the last few days have 
materially reduced their c. i. f. quota- 
tions.”’ 

GLASGOW. 


John Jackson & Co., Oct. 16: ''The de- 
mand for flour has been exceptionally 
quiet the past week, and prices have fa- 
vored buyers to the extent of about 6d 
per sack. Arrivals have been heavy 
and the pressure to sell from quay con- 
sidesable. For shipment very little 
business has taken place and ec. i. f. 
prices are above buyers’ ideas for almost 
all classes.”’ 

Dunlop Bros., Oct. 17: ‘The past 
week has been one of unrelieved dull- 
ness in trade here, consequent on the 
weakness of American option markets, 
but prices of wheat and flour have 
shown comparatively little change. Ar- 
rivals are liberal of flour.”’ 

LEITH. 

Wilson & Burnie, Oct. 18: ‘''Since 
writing on Oct. 4 trade all round has 
been very good and prices on spot and 
passage are still in most cases some- 
what below the equivalent of c. i. f. val- 
ues. Arrivals of flour have been heavy 
and there is a pressure from the quay to 
avoid store charges. Home _ millers 
have reduced their prices 6d a sack for 


all grades. Arrivals during the fort- 
night are: Wheat from America, 15,509 
qrs; flour from America, 70,620 sacks 





and bags; wheat from Russia, 1,889 qrs; 
flour from France, 500 sacks and bags.”’ 


AMSTERDAM. 


Van der Zee & Grippeling, Oct. 16: 
‘tOwing to the daily declining wheat 
| se saagpman reported from the United 

tates our flour market remains very 
dull and inactive at lower prices. Quo- 
tations of millers are as follows: Spring 
wheat first patent, 13 florins; secon 
patent, 12.50, which is about 1 florin too 
dear for this market; first clear, 9 flor- 
ins; choice low grade, 6.62. Inland mill- 
ers quote, 10.25/@10.50 florins.”’ 


ROTTERDAM. 


Altona Bros., Oct. 16: ‘tIt seems that 
election matters in England and Ameri- 
ca exercise an adverse influence on bus- 
iness, at least the inactive and some- 
what listless tendency has rather in- 
creased since our report of Oct. 9, and 
the volume of business is limited to 
buying actual requirements. The lower 
values we consider as a bonus to trade, 
of which profit should be taken, but we 
fear the advice will not be heeded for 
the present. Sales of flour from Ameri- 
ca are rather difficult because the fig- 
ures asked there ure too high for buyers’ 
views. Inland millers have reduced 
their prices and American flour from 
second hands is easier obtainable than 
last week. Transactions, however, are 
very few.”’ 

BREMEN. 

J.D. Barth, Oct. 12: ‘'Business this 
week has been neither brisk nor remark- 
ably satisfactory to those interested. 
Very little rye was sold to inland buy- 
ers and foreign offers were not urgent, 
being rather scarce at figures similar to 
those of the previous week, hence few 
and small sales only were heard of. 
Feedingstuffs are not in such good de- 
mand as they have been, the mild weath- 
er influencing the consumption. Offers 
are not quite so rare in the market and 
prices for aeeey all articles are a few 
marks lower, but there is not so much 
willingness for purchasing manifested 
asa few weeks ago, buyers expecting 
a decline in the prices on account of the 
increase in offers. The flour trade also 
shows a decrease. After some round 
lots of Kansas flour had been handled 
and those in need had been — 
business almost entirely ceased. Sever- 
al lots of Minneapolis patent have been 
handled from Holland at prices 2 marks 
per 100 kilos lower than the mills are 
asking today.”’ 


THE MONEY MARKET—OCT. 16. 


Money has continued to be abundant 
during the last week and the market has 
been dull and prospects have not looked 
very bright, but today a better tone was 
manifested. .The decline reported in 
the American exchange in my report 
last week has been recovered, and this, 
coupled with the abundance of short 
money, has weakened the discount mar- 
ket and rates show a decline. A sale of 
£31,000 has been effected in French gold 
coin today, and attracted some atten- 
tion to the weakness of the Paris ex- 
change, which is said to be partly due 
to the fact that the French wool mer- 
chants, who at this time generally remit 
to London to cover purchases, are now 
drawing against sales of the heavy 
stocks they have bought in Australia 
this year. The sum of £60,000 in sover- 
eigns was withdrawn for Egypt and 
£23,000 in sovereigns for South America, 
the bank receiving £25,000 in sovereigns 
from Australia. 

Though the tone of the stock exchange 
was firm in nearly all departments yet 
the amount of business put through was 
not very considerable. In the home rail- 
way market business was quiet but the 
American railroad market has advanced 
and is very active. Indeed, the buoy- 
ant tone of this market was one of the 
main features of the day, and as New 
York supported the market business re- 
mained brisk to the close. 

Consols show a slight advance this 
week and are now quoted at 98% for 
money and 98%.for account as against 
98 9-16@98% last week. 


Quotations: 
Last 
Today week. 

Bank of England rate... 4 4 
Consols for money ...... 9834 98 9-16 
Consols for account..... 987% 9954 
Bankers’ deposit rate... 2% 2% 
Discount houses depos- 

posit rates—Call....... 2% 2% 

ea 2% 2% 

Discount rates— 

 § rrr 14a@2 1%@... 

Short time loans...... 2 @2% 2 Bia 

Bank bills2months.... #4@38% B4@... 

Bank bills 8 months.... ATK | S Bree 

Bank bills4 months.... 4 @... 4 @... 

Bank bills6 months.... 4 @4% 1%@... 

i. LL. eo 44a@w%, 44@4% 
Argentinegoldpremium 1 182 

MILL OFFALS, 
Jarck & Meyer, Hamburg: ‘'If mill 


offals decline, a good demand is likely 
to set in, but at present prices farmers 
prefer to feed with their own rye or oats 
rather than pay more money for offals.”’ 
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J.D. Barth, Bremen: ‘There is a fair 
demand for mill offals now, but prices 
asked by American SS and mills 
are prohibitory of any business, Should 
prices decline considerably, business 
would be possible.’’ 


Chr. Meybohm, Bremen: ‘tWhen the 
prices for American offals decline, es- 
— for wheat bran, I believe that 
he export business from America to our 
market will be good the next few 
months, as other feedingstuffs are not 

cheap at the present time.” 
‘t] think if 


A. Joseph, Antwerp: 
prices decline and freights be easy, there 
will be some business done in American 
offals.’’ ; 

Lohse & Co., Copenhagen: ‘On ac- 
count of the large harvest in Denmark 
and Sweden and the low price at which 
grain is obtainable, the demand for 
mill offals and all other kinds of feed- 
ingstuffs has been very small, as farm- 
ers prefer raising the = for feeding 
purposes instead of buying feedingstuffs 
at the present high prices. Unless the 
prices of American mill offals are con- 
siderably reduced we think there are 
but small prospects for the import trade 
this season.”’ 

NOTES. 

I had the pleasure of a call this week 
from G. E. Koplin, the secretary of the 
Akron Cereal Co., of Akron, Ohio. Mr. 
Koplin arrived in London on Oct. 3, and 
reports having had a very leasant trip 
across the Atlantic on the St. Paul. He 
says, however, that his fellow passen- 
gers on board were unusually quiet, and 
wanted a good deal of livening up, and 
that all the games and fun indulged in 
had to be first started by himself and 
one of the passengers who had a little 
more ‘'go’”? in him than the rest. Mr. 
Koplin has come over to this side to ex- 
ploit the company’s business in rolled 
oats in pooweare, The Akron Cereal 
Co. recently opened an office in London 
at10 Eastcheap, E.C., with W. C. Da- 
cey as manager. They are doing an ex- 
tensive business in Great Britain and 
on the continent but their object is to in- 
crease this business, and in order to do 
this they will advertise very largely 
their brand ‘t Mother’s Oats,’’ and expect 
to see large and quick returns as a re- 
sult. We wish the company success and 
trust that ''Mother’s Oats’ will find 
their way into every wise and sensible 
household, where they know a good 
thing when they see and taste it. 


Current Topics. 





THE BIRMINGHAM FESTIVAL. 


The Birmingham festival, which is one 
of the greatest events of the year in the 
musical world of England, took place 
recently. This festival is an old insti- 
tution and has been held annually for 
about half a century. It lasts several 
days, and the cream of the old and new 
music is given to large and enthusiastic 
audiences by an excellent choir assisted 
by well-known professionals. Among 
those who took the principal solos in 
the festival last week were Madame Al- 
bani, Miss Ada Crossley, Miss Clara 
Butt, Edward Lloyd and Andrew Black. 
Several of the great oratorios are an- 
nually rendered, and this year ‘' Elijab,”’ 
the ‘' Messiah,” and ‘'Israel in Egpyt’”’ 
formed important items in the pro- 
gramme. Dr. Richter, of Vienna, the 
great conductor, was in supreme com- 
mand, and it is a fact that goes without 
saying that anything Dr. Richter takes 
in hand is not likely to prove of a medi- 
ocre character. One of the novelties in 
music given at this year’s festival was 
a poem called''The Dream of Geron- 
tius,’”’ which was written by Cardinal 
Newman, and which has been set to 
music by Edward Elgar. Mr. Elgar 
has an enviable reputation as a com- 
poser and the production of this work 
was looked forward to with great inter- 
est, but many were disappointed in it, 
as it is heavy and decidedly unmelodi- 
ous in parts, but notwithstanding this 
the composition must, on the whole, be 
called brilliant and striking, and it has 
to be acknowledged that the choir did 
not do justice to the work. Another new 
work by an English composer, Cole- 
ridge Taylor, called the ‘tSong of Hia- 
watha,’’ was also submitted to public 
judgment for the first time. The music 
of this composition is very beautiful 
and effective and the work must be 
ranked among the triumphs of the festi- 
val. It was unfortunate that the festi- 
val should take place — tur- 
moil of a general election, but Birming- 
ham was careful that it should not suffer 
on this account, and the Town hall was 
well filled at each of the several con- 
certs. 

THE NEW FLYING SHIP. 

A perfect wonder in ship-building has 
ine been invented by a certain John 

ichard Hudson, who hails from Shef- 
field. If the invention should prove 
successful it will revolutionize all ship- 
ping, and the records of the Oceanic and 











OOTOBER 31,_ 1900. 





the Deutschland will be nowhere when 
compared with the speed of the proposed 


new steamship, the ‘'tYours Truly.” 
This ship will make the journey across 
the Atlantic in two days. She will be 
enabled to accomplish this feat by the 
fact that instead of carrying only two 
ellers the Yours Truly will carry 14, 

alf of these being on one side of the 
boat and the other half on the other side, 
with about 60 feet between each. Her 
shafts will not be horizontal but slant- 
ing, at an angle of about 30 degrees, and 
will be worked by electricity. The ad- 
vantages of this new system are that 
the vessel, intsead of digging a great 
hole in the water, as is the ‘'bad” sys- 
tem at present in vogue, will be com- 
pelled, by the set of her propellers, to 
rise in the water some 10 or 15 feet, ac- 
cording to her speed. She will thus 
skim and shoot over the waves and her 
powers will not be wasted in making a 
path for herself through the water but 
will be used for speed. In order to sto 
the vessel the propellers are reversed, 
thus drawing her back into deep water. 
One notable advantage that she will 
have over all ordinary ships is that she 
will neither capsize nor roll, and the 
fortunate (or otherwise) persons who 
ever have the yee 4 to board her 
and make the trip to America on her: 
will no doubt taste the joys of a verita- 
ble Elysium. 

AN EXHIBITION OF PHOTOGRAPHS. 


The Royal Photographic society re- 
cently opened its forty-fifth exhibition 
in the New Gallery, Regent street. A 
special feature of the year’s exhibition 
is the natural color exhibits. These 
photographs are mostly transparencies 
on glass, and are the results of attempts 
to reproduce the colors existing in nature 
with the camera, and the effect is very 
beautiful. Another interesting feature 
isa series of pictures, about 25 in all, 
showing the growth of a nasturtium 
from the time it is put in the ground 
until it is a full-grown plant. There 
are also many excellent portraits 
among them being one of the Queen an 
another of the late Lord Chief Justice, 
Lord Russell. Of course the exhibition 
would not be complete at this time of 
all times without a series of war pict- 
ures, and of these the society is exhib- 
iting a very attractive collection. Lord 
Roberts and Lord Kitchener find prom- 
inent are in the series and appear 
more than once. As the camera is now 
the companion of such a large number 
of our fellow beings and prosoerenay 
is practically the ‘trage,’’ the exhibi- 
tion will doubtless attract large crowds 
of interested and enthusiastic followers 
of the 'tprofession.”’ 


THE DEATH OF CHARLES DICKENS’ SEC- 
RETARY. 


A small paragraph in one of the daily 
oe recently announced the death of 

eorge Dolby, who was once the secre- 
tary and ‘treading’”’ manager of Charles 
Dickens. He was at one time compara- 
tively wealthy but, unhappily, he fell a 
victim to the drink craze, and finally, 
after treading the downward path for 
many years, he had to find refuge in the 
workhouse, where he died last week ab- 
solutely penniless. He had many kind 
friends who had done their utmost to 
help him, but as all was of no avail 
thelr patience and generosity became 
exhausted and George Dolby died from 
starvation, alone and uncared for by his 
friends, in the Fulham Infirmary, which 
is in the southwest of London. He had 
one son, who is an artist in Paris, and 
this son gets £3,000, the amount for 
which his father was insured in his fa- 
vor. George Dolby’s career was an in- 
teresting and remarkable one. The 
years he spent with Charles Dickens 
were very eventful. As is known 
Charles Dickens used to make numerous 
tours in order to give readings from his 
works, and enormous and enthusiastic 
crowds rushed to hear him, which 
brought him in a most substantial in- 
come. Dolby was never absent from his 
side on these tours and acted as Dick- 
ens’ guardian and helper and was untir- 
ing in his care for the great novelist. 
He was the manager of the business 
side of these readings and he had many 
a fight with the crowds. In the inter- 
vals during the readings Dolby made 
Dickens withdraw and take some re- 
freshment, and on the long railway 
journeys between the different towns 
and cities he amused him and kept up 
his spirits, and his greatest pleasure 
was to bring in the heavy bags of money 
to his friend as an evidence of his great 
popularity. Dolby accompanied Dick- 
ens to America and fought with the 
speculators in seats and made as much 
as £1,300 a week for Dickens. Enormous 
crowds of people would wait outside 
Dolby’s office for tickets for hours, and 
would even sleep the night before on 
mattresses in the streets in order to be 
there first. Dolby had to act as a buffer 
between Dickens and his enthusiastic 
American friends, but Dickens’ strength 
was not equal to the strain of that tour 
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and even with all Dolby’s care it was the 
ultimate cause of his death. Dickens 
made £20,000 by this tour, Dolby receiv- 
ing £8,000 as his share. 

TWO OF ENGLAND’S STATESMEN. 


Two interesting biographies have 
lately been published of two men, 
whose names are household words 
throughout the length and breadth of 
this land, viz., of rd Rosebery and 
Joseph Chamberlain. The book on the 
life of Lord Rosebery is written by T. F. 
«i, Coates, and consists of two massive 
volumes full of details of Lord Rose- 
bery’s pet dee life and political career, 
some of which details are extremely in- 
tersting but others are rather tedious 
and dull. Lord Rosebery was sent to 
school at Eton, where he entered as 
Lord Dalmeny in 1862, and his master 
writing of him said that he would not 
be able to make him a scholar but pre- 
dieted that he would be an orator. 
From Eton he went to Christ Church, 
Oxford, but on account of having a 
quibble with the dean about the proprie- 
ty of an undergraduate keeping a stud 
of racehorses he was unable to take a 
degree. He made his first speech in 
the House of Lords in 1871, and in 1881 
he became under secretary of state for 
the Home Department, under Sir Will- 
iam Harcourt, but resigned after two 
years, owing, it was thought, to some 
disagreement with his chief. Lord 
Rosebery denied that such was the 
case, saying that he had to relin- 
guish his post on account of the ad- 
verse criticisms of the Liberals on the 
_ppointment of a peer to an office in the 


home department. Mr. Gladstone 
thought a great deal of Lord gong 
and made ’ 


im pe secretary in 1 
and later on, when r. Gladstone was 
obliged to resign on account of failing 
health Lord Roseber became Prime 
Minister in his stead. The biograph 
of Mr. Chamberlain is written by N. 
Murrell Marris who is an enthusiastic 
admirer of this great man. Mr, Cham- 
herlain was born in London on July 8, 
1836. He was unable to go to either of 
the universities because he was a Uni- 
tarian, and at that time certain de- 
nominations were shut out of the Eng- 
lish universities, Since then, however, 
Cambridge has conferred on Mr. 
Chamberlain the degrees of LL. D and 
). C. L., and Oxford the degree of D. C. 
L.. Instead of going to the University 
he entered his father’s business here in 
the city. Between 1854 and 1874 Mr. 
Chamberlain lived a commercial life in 
Birmingham, being engaged in the 
screw trade, but since that time his 
mind and energies have been devoted to 
politics and today he is one of the great- 
est statesmen of the world and his name 
is known, and I might almost say, 
feared the world over. 
KINGSLAND SMITH. 





The Chronos Automatic Scale. 





The advantages to the miller of an au- 
tomatic scale, infallibly accurate and as 
durable as any machine in his mill, 
wherewith to keep a constant record of 
the work of his mill, are soobvious that 
| need not mentionthem. If the feed on 
the first break can be accurately regu- 
lated by a simple attachment to the 
scale, which is the case with the Chro- 
ios as Tam assured by no less an au- 
thority than James McDaniel, of Minne- 
apolis, the miller who reads this will 
probably say: ‘You are quite right in 
saying that a machine of this descrip- 
tion is what we have long been looking 
for, but it does not exist.’”’ I admit that 
many millers have just grounds for 
heir disbelief. During the last 20 years 
any automatic scales have appeared 

1’ which success was claimed, but one 
‘y one they have dropped out, and the 

tillers who bought them have gradual- 

consigned them to the scrap-iron 
eap. At least, this was my own expe- 
ence and [ suppose that many millers 
ive had a similar one. Thus millers 
ive come to look upon a reliable and 
irable automatic scales as something 
ke liquid-air motors, where the motor 
nerates its own power and has enough 
spare to drive the machinery; or fly- 

& machines, or the provess of generat- 

'g electricity direct from coal. In 

her words, something Mint J desirable 

ita problem as yet unsolved; or, at 
ast, not a commercial success. 

lo those doubting ones 1 would say 

at, having visited many of the largest 

rain-handling establishments of Eu- 

‘pe, 1 have seen in use an automatic 

‘ale which seems to fulfill all the re- 

uirements of a perfect scale, and in 
very case I have been assured by the 

“ers that they were perfectly satisfied. 

he name of this scale is the 'tChronos,”’ 

id itis made by a firm in Hennef, on 

e river Sieg, in Germany. The busi- 

88 Was started es | years ago by C. 
‘cuther & Reisert, and was afterwards 

irned into a limited liability company, 

© present company being known as 
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Hennefer Maschinenfabrik, C. Reuther 
& isert m. b. h. This company 
makes automatic weighing apparatus 
for all kinds of substances, including 
oil and other fluids, and for such diffi- 
cult tasks as mixing raw materials, like 
chalk and clay, also for measuring the 
feed-water of boilers; but I propose to 
speak only of the Chronos scale for 
weighing grain. 

Here are some establishmenis that I 
have visited in Europe where these 
scales are in use, with the reports they 
give about the scales: 

In Amsterdam, B. Van Marwijk Kooy 
writes in June, 1898, to say that the three 
Chronos scales, one weighing 100 kilos 
ata time, another 50 kilos, and a third 
20 kilos, have been working without in- 
terruption since April, 1896, and have 
given perfect satisfaction; so he placed 
a further order. 

In Christiania, Norway, the Bjolsen 
Valsemolle, which is the largest roller 
mill in that section, expresses its entire 
satisfaction with the Chronos scales. 

In Berlin, the Victoria Elevator Co. 
writes in December, 1897, that the six 
Chronos scales set up in 1894 have given 
satisfaction. 

In Altona, H. W. Lange & Co., millers 
write in December, 1897, that they had 
used the Chronos automatic elevator 
scale, without interruption, for weigh- 
ing grain for custom house control, and 
that the scales worked to their entire 
satisfaction. 

In Budapest, Hungary, the Hungarian 
Discount Exchange bank, which op- 
erates the Budapest warehouse under- 
taking, this department being in charge 
of Director Peckar, writes that the nine 


obtained an experience which enables 
them to turn out a better scale than 
could be produced by other manufactur- 
ers with less experience in this partic- 
‘ular branch of manufacture, and they 
are constantly studying to simplify and 
improve their product. 

A speciality of this scale is a sliding 
weight beam, applied to the elevator 
scales, by which any grain that does not 
fill the bucket can be readily weighed 
without altering any of the heavy 
weights on the scale. The weighing is 
simply done by shifting the myers | 
weight. Elevator scales are made wit 
varying capacities from 1,100 to about 
5,000 bus per hour, 

The accompanying illustration is from 
a photo I took atthe Budapest city ele- 
vator, and shows the arrangement for 
unloading grain from the Danube 
barges and weighing it by the Chronos 
scales, which are in the traveling crane. 
Unfortunately there was such a cloud of 
dust coming from the wheat that the 
Chronos in the interior of the crane was 
obscured from view, but the fact that the 
scales continue to do their work per- 
ree notwithstanding the dust which 
would naturally arise from weighing 
dirty wheat just as it came from the 
farmers before it had been over any sep- 
arator or cleaning machine, is very 


* much to their credit. 


Millers wishing further information 
about this scale should write direct to 
the Hennefer Maschinenfabrik, C. Reu- 
ther & Reisert m. b. h., Hennef a. d. 
nO 4 Germany, and ask for circulars in 
their own language, as the company 
issaes them in various languages. 

KINGSLAND SMITH. 











UNLOADING WHEAT AT THE CITY WAREHOUSE, BUDAPEST. 


Chronos scales bought in 1890 and 1895 
are working satisfactorily in every 
respect, both as regards exactness and 
reliability. 

These are but a few instances where 
the Chronos scale, to my knowledge, is 
successfully used, in four different coun- 
tries; but this scale is now used inevery 
country in Europe, and also, to a con- 
siderable extent in America, where it is 
found in some of the largest mills. 

As no scale has ever been put on the 
market in America which can bear com- 

arison with the Chronos, the makers 

ave now decided to push its sale there 
and to bring the Chronos scale again to 
the attention of the American milling 
public, in order that any millers or ele- 
vator owners who wish a reliable auto- 
matic scale may know where to get it. 

There are somewhat over 8,000 Chronos 
scales at work. Every scale is fully 
tested and is sent out under a guarantee 
of accuracy. The construction has been 
simplified as much as possible, and the 
scale takes comparatively little room. 
Thus the No.8 machine, which has a ca- 
pacity of about 66,000 lbs per hour of 
wheat or rye, is only 44 inches high. 

That this scale does its work accurate- 
ly, is perhaps best known from the fact 
that it is sanctioned by law for the veri- 
fication of duties by the custom house 
in Germany, France, Austria, Hungary, 
Russia, Italy, etc. 

Among the numerous uses to which it 
bas been put is that of weighing a run- 
ning stream of bran. The makers in- 
form me that they have sold several ma- 
chines for this purpose and that the 
scales do the work satisfactorily. It 
seems to me that it would be a valuable 
thing for every mill to keep a record of 
all its offals in this way for the purpose 
of sage hegre the yield. 

The manufacturers, being the oldest 
and largest makers of automatic scales, 
and having made this branch their spe- 
ciality for over 20 years, have naturally 


Available Stocks of Wheat and Corn. 





The stocks of wheat and corn at 21 
leading interior and seaboard markets 
east of the Rocky mountains, in transit 
from the west to the seaboard, and 
afloat on the ocegn, destined for Great 
Britain and continental Europe, on the 
dates named are reported as follows: 


Wheat, Corn, 

bus. bus. 
U. 8. east of Rockies ...... 59,778,000 8,144,000 
Afloat on ocean, U Kingd. 18,424,000 4,304,000 


Afloat on ocean, C.Europe 9 112,000 4,688,000 






Total Oct. 29, 1990......... 87,309,000 17,176,000 
OCE. G.....ccccsccece -. 86,369, 17,962,000 
Total Oct. 30, 1890. . 76,038,000 31,920.000 
Total Oct, 30, 1898. 89,4'6,000 35,294,000 
Total Nov. 1, 1897... .. ++ 54,901,000 50,960,000 
Total Nov. 2, 1896........... 89, 160,000 35,840,000 





C. E. French, of L. Christian & Co., 
Minneapolis, Oct. 29: ‘*We had a fair 
business last week, divided between 
foreign and domestic markets. We sold 
rather more than the output of our mill. 
Wheat prices continue to drag, and the 
loss for the week is about 2c. This 
would ordinarily mean 10c lower flour 
prices, but in this instance it is counter- 
balanced by the advance in freights 
which will take place on the Ist, an 
this advance is liable to decrease the 
price of feed in this market, so that 
the loss on flour values for the week 
ought to gy less than 5c per bbl 
especially if for deferred shipments. it 
the shortage in spring wheat is proper- 
ly represented by an advance of 45c per 
bbl in our patent flour then present 
prices in eastern and foreign markets 
are as low as they were, relatively, atany 
time on the last crop and ought to be 
cheap enough to carry some stock.”’ 





United Kingdom granaries are re- 
ported to be overflowing with wheat 
and that new arrivals are being sac- 
rificed, 
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ADDITIONAL MARKETS. 


| Continued from page 850.) 
Philadelphia Market. 





[Special telegram from Samuel 8. Dan- 
iels, Philadelphia correspondent of the 
Northwestern Miller, 

PHILADELPHIA, Oct. 30.—Flour dull, 
buyers and sellers apart. 

The following quotations are the close 
today: 





Per 196 Ibs. 
Winter super, Wood...........2+.0++ $2.80@2.50 
Winter extra, WOOd...........c0.000. 2.6002. 
Pennsylvania clear, wood........ 8.00@38.25 
Pennsylvania straight, wood 8. 45 
Western clear, wood...... 8.2008. 
Western straight, wood 8.40@3.60 
Western patent, wood.. 8.60@3.60 
Spring clear, wood...... 8.00@38.25 
Spring straight, wood..... 3.65@38.90 
Spring patent, wood................ 8.90@4.15 
Spring patent, favorite brands, wd 4.20@4.35 
City mills’ extra, wood.............. 2.60@2.80 
City mills’ clear, wood.............. -20@8 
City mills’ straight, wood......... +» %.40@3.60 
City mills’ patent, wood .......... 3.754.385 


Flour in sacks sells at 20c to 26c per bbl 
less than in wood. 


Baltimore Market. 








[Special telegram from C. H. Dorsey, 
Baltimore correspondent of the Northwest- 
ern Miller.] 

BALTIMORE, Oct. 30.—Flour is quiet 
and steady, with very little business 






passing. 
Quotations at the close today were: 
Per 196 lbs, 
in wood 
PEO HOE voces cvogneccodancdcccccentes $2.90@3.25 
Rio brands Of OXtra .......cccccscees 3.60@3.75 
Winter wheat super..............0+. 2.25@2.40 
Winter wheat extra ............cee0s 2.50@8.00 
Winter wheat clear,............se0es 8.15@8.30 
Winter wheat straight .............. 8.30@8.45 
Winter wheat patent....... 3.65@38.80 
Spring wheat clear..... 2.90@8.05 
Spring wheat straight 3.80@8.90 
Spring wheat patent...... - 8.90@4.05 
Special brands Higher. 








Chicago Market. 





[Special telegram from C. H. Challen, Chi- 
cago correspondent of the Northwestern 
Miller.) 

CH1caao, Oct. 30.—The indications 
now point to a stronger flour produc- 
tion, even after freights advance, than 
was looked for. City millers have made 
some quite satisfactory sales in the east 
and one round lot here. 

The following are the ruling prices at 
today’s close: 

SPRING WHEAT FLOUR. 
Leading Minneapolis brands, 4sks 
or wood, Chicago terms, to job- 
bers, less l5c being allowed for 

DEGROTRED occ ccvgscccceseccoesescescs $4 
Minnesota hard wheat patent, 4 sks 

or wood 3.75@4.°0 
Minnesota hard wheat straight, sks 3.35@3.55 
Minnesota clear, export sacks...... 2.30@2.70 
Low-grade, export bags.............. 1.55@ 1.80 
Red-dog, export bags.............++. 1.35@1.50 

WINTER WHEAT FLOUR. 
Leading brands patent, in wood.... 3.656@3.90 


Straight, in wood........... foccccceces 8.40@8.55 
Clear, 1M WOOd..... 2.2.2. cence secens sees 2.90@8.25 





Flour Exports. 





NEw York, Oct. 30.—Exports of flour, 
iven in barrels, from all Atlantic P sony 
ates, 


‘or the weeks ending on following 
were: 








Oct. Oct. Oct. Sept. 

Destination— 27. 20. 13. 6. 

d 22,36: 40,705 
25,945 

58,955 

19,308 

i,214 

4,649 

2,106 

856 

09 

Dublin........... «-++-- 1,779 14,8256 28,208 
Belfast .......... .750 44,584 7,146 64,3805 
Antwerp ........ |) ee 8,706 1,044 
Hamburg........ , 14,812 28,124 8,155 
BUOEBOR. ccccccsee cesses 7 264 4,798 
Amsterdam...........  ....:. 15,495 900 
Rotterdam...... 10.505 26,986 6,208 16,965 
Copenhagen .... 3821 ...... 1,964 6,874 
Norway,Sweden 6,616 ...... 1,071 10,828 
GBB ecccdccecccee CMR 1,783 6,928 2,963 
BATE wscccecccece J 1,004 = 8,071 1,016 
San Doming 864 80 ...... 1,194 
Other W. I’s 20,725 5,974 22,757 
Cen. America... 729 1,261 423 2,741 
BE ccccceccece 11,737 28,840 5,386 2,189 
Other 8. A....... 5, 116 4,535 4,864 6,515 
N. Amer...... 3,058 8,997 347 7,026 
DETTE Bic ce ccccccce DUR 
Others............ 27,474 1,204 1,811 6,210 
DOG. .ccccs cece 852,815 893,487 295,825 368,874 


(Special telegram from A. L. Russell, New 
ro : ra rcmmies of the Northwestern 
iller. 


E. 8S. Woodworth & Co., Minneapolis: 
‘tThe dullness which might be expected 
just prior to election, prevails in mill- 
feed. This is somewhat increased by 
the extremely fine weather and heavy 
output. If rates advance Nov. 1, the 
chances are that the mills will run much 
lighter, as the demand for flour is light. 
A reduced output and colder weather 
would stiffen prices on feed and we look 
for better demand and values in No- 
vem ber.”’ 
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Milwaukee 
and Wisconsin 


For Advertisements of the Leading Mills in 
Milwaukee, and Wisconsin, See Page 877. 
(Communications relative to this depart- 

ment should be addressed to C. H. Challen. 

519 Royal Insurance Building, Chicago, I11.] 


[Special Correspondence.| 


Again the Milwaukee mills increased 
their flour production, the total for the 
week ending Saturday night being 57,- 
285 bbls, compared with 55,825 the wee 
before. . This output is the largest ever 
recorded here and easily places this city 
next to Minneapolis as a milling point. 
The entire group of mills is in operation 
today and will run steadily until Nov. 
1. Flour is no higher and possibly 5c 
lower, but the general sentiment here 
today is more encouraging. Some of 
the millers had a good week’s business 
and a fair proportion of their sales were 
made to foreign markets. Milwaukee 
patents in wood are held at $3.95@4.05 
but in the principal eastern markets, 
for round lots, according to the prices 
paid for other patents, it is more than 
probable that no better than $3.95 and 
possibly $3.90 could be had. Direc- 
tions on flour booked have come in more 
satisfactorily, due, perhaps, to the 
strength shown in wheat at the close of 
the week and again today. There were 
buyers in want of flour who bid, in 
some instances, for round lots, but it 
was hard to convince them of advanced 
freights and a higher cost for delivery 
after Nov. 1. These offers made by buy- 
ers were based largely onthe price other 
millers were offering at, and if the read- 
er has kept posted on the low prices at 
which flour has sold in New York and 
Boston the past two or three days, he 
can form some idea of the prices offered 
here for large lots. In speaking of ex- 
port sales if must not be understood 
that sales were large or even normal, 
for they were not. Only occasional lots 
were taken. If ocean rates continue to 
decline and our foreign friends show a 
disposition to buy, Milwaukee millers 
will be pleased to hear from them pro- 
vided the offers are more in line than 
those received of late. 

Quotations at the mills today, for 
round lots, per barrel, for outside trade, 
were as follows: 

Per bbl. 
Hard spring patent, wood J 
Hard spring straight, wood 
Export patent, sacks 
Hard spring clear, sacks. 
Low-grade, sacks 
Rye flour, wood 

A discount of 20c per bbl from prices in 
wood is made on flour in 140-lb jute, 98-lb 
jute and 98-lb cotton sacks. 

These prices are quoted f. o. b. Milwaukee. 

* * 

Flour production by the Milwaukee 
mills for the last four weeks, as com- 
Sy with the corresponding periods in 
he two previous years, was as follows: 

1899, 

bbls. 

Oct. 28.. 41,540 
Oct. 21.. 43,600 
Oct. 14.. 44,614 
Oct. 6... 36,485 
166,189 

MILLFEED. 

Millfeeds have shown a weakness 
which is a set-back to milling, but the 
millers, as a rule, are pretty well sold 
ahead for the first half of next month. 
There was a 25c decline in bran, which 
was offered today at $14 in 200-lb sacks; 
standard mgt at $14.25@14.5v, and 
fancy flour middlings at $16. Rye feed 
is held at $13.75 and corn and oats ground 
as mixed feeds at $14.50 in sacks. The 
reduction in prices is attributed to the 
unseasonable weather and the large 
offerings from the leading milling 
points. 


1898, 
bbls. 
45,950 


1900, 
bbls. 
Oct. 27.. 57,285 
Oct. W.. 55,825 
Oct. 18.. 54,265 
Oct. 6... 51,480 


Totals 219,055 


Oct. 29.. 
Oct. 22.. 43,900 
Oct. 15.. 48,025 
Oct. 8... 42,300 


175,175 


COARSE GRAINS, 

Buckwheat—New grain is being of- 
fered here from Wisconsin. The dealers 
are asking $1.45, with millers offering 
$1.30@1.35. The new grain, so grinders 
of it say, is tough and not as desirable 
for milling as was the early grain last 
season. 

Barley—The market for barley was 
steadier. Choice grades are wanted b 
maltsters. Offerings continue liberal. 
Extra No.3 closed Saturday at 45@55c 
and 55@57c for old. For No. 3, 38@50c. 

Rye—Declined l@2c with inferior 
grades selling fairly well at the decline. 
Offerings are fair. No.1 ranged at 50@ 
52c; No. 249@5le and No. 3 at 48@49c. 

Corn—Is 2c lower than a week ago 
under the influence of fine weather and 
larger offerings. -Sales range at 37%@ 
40c for No. 3 on track and 4lc to forward. 
For No. 3 yellow 374%@40ke. 

FREIGHT RATES AND NOTES, 


It is rumored that the Indiana, Illinois 
& Iowa railway is to open a new winter 
steamship line between St. Joseph 
Mich., and Milwaukee. The principal 
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object of the agreement is the securin 
of the flour business between St. Pau 
and Minneapolis and seaboard points, 
and the differential rate of lc per 100 lbs 
in favor of the line should get the com- 
pany ge of business. 

Some millers and an ate do not be- 
lieve the advance in freights effective 
after Wednesday night will hold long 
owing to the oy offerings of tonnage 
from here and the north and west. How- 
ever, the local millers are not going to 
take any chances and are going to have 
all tonnage off by Nov. 1. 

The revised table effective Nov. 1, 
showing the lake-and-rail rates from 
Milwaukee are given herewith: 

New York 
Philadelphia 
Baltimore 
Albany 


Rochester 
Buffalo 


Saturday night nearly 1,000 employes 
of the Allis company turned out and pa- 
raded the streets in the interests of sound 
money. 

C. W. Armstrong, of Armstrong’s 
Mills, Ohio, is to have his mill re- 
modeled to the Universal bolter system 
by the Edw. P. Allis Co. 

W. D. Gray and R. Seger, of the 
Edw. P. Allis Co., are in Minneapolis 
this week. Mr. Gray has gone there to 
figure on some special machinery. 

mye | Sanderson, a former Milwau- 
kee millowner and of the Sanderson 
prs owners for years of the Phcenix 
mill, has accepted a position with a lo- 
cal clothing firm as cashier. 

William Faist whose health is some- 
what improved, now feels able to travel 
and will leave Wednesday of this week, 
following the advice of his physician, 
for Clifton Heights, Pa., where, if he 
improves, he will remain for several 
weeks. 

Some of the visitors on ’change during 
the week were George Butcher, manager 
of the Morton (Minn.) Merchant Milling 
Co.; E. P. Salmon, a former millowner 
of Beloit, Wis., and now agent for the 
ml ate company; A. Schuler, 
millfurnishing agent of Minneapolis, 
and 8S. Y. Hyde, elevator owner of La 
Crosse. 

Another order has been received by 
the Prinz & Rau ~~ Co. from the 
Washburn-Crosby Co., Minneapolis, for 
a large sized Iron Prince scourer, the 
machine to go into the D mill. The 
scourer ordered last week was for its 
B mill. This makes three mills owned 
by this company in which the Iron 
Prince scourers are used. 

In acircular letter, the Blodgett Mill- 
ing Co., Janesville Wis., after express- 
ing a belief that the next government 
crop report will show a lower condition 
of buckwheat than on Nov. 1, 1899, says: 
‘The movement of the crop in the cast 
was as early as usual, but the Wisconsin 
crop has been extraordinarily slow in 
being marketed. The bulk of our re- 
ceipts, up to Oct. 20 were drawn from 
eastern states. The Wisconsin grain 
however, is now moving more freely and 
is of excellent quality. Shippers are 
holding back as much as possible, be- 
lieving in higher prices. Our advices 
from the east state that a considerable 
portion of their crop has already passed 
into shippers’ hands, and that millers 
are bidding stiff prices to fill their re- 
quirements and overcome western com- 

etition. Prices of buckwheat flour 

ave averaged lower than last year, and 
on this account we do not look for the 
usual declining market, after first or- 
ders are filled, but on the contrary, ex- 
pect an advancing market with the ad- 
vent of cold weather.”’ 

WISCONSIN. 


Several of the millers around La Crosse 
bave met with heavy losses from high 
water. The Webber Milling Co., located 
at Lake Como, suffered a serious loss as 
did the mills at and near Black River 
Falls. 

George Koenig, the Watertown miller‘ 
was on the Milwaukee Exchange Mon- 
day. Hesays that around Watertown 
considerable wheat is to be had, but re- 
ceipts are light just at present. ‘'If 
wheat should decline 10c there would be 
lots more offered,’’ said Mr. Koenig. 

A new side-track from the Chicago 
Milwaukee & St. Paul road is being lai 
to the mill in Racine, formerly owned 
by the Belle City Milling Co., which 
sold outa few months ago to Chicago 
parties. ‘here appears to be indica- 
tions of this plant resuming operations 
soon, though not under the present own- 
ership. 

M. B. Helmer, Fond du Lac, whose 
mill burned last month, has purchased 
the mill and elevator owned by R. F. 
Allen in that city. This mill wae re- 
modeled recently by the Allis company, 
and increased to 100 bbls capacity; so 
that the plant Mr. Helmer has secured 
and which he takes charge of Nov. 1, is 
a modern one. Mr. Helmer will organ- 


ize anew company composed of Fond 


du Lac men. 
: C. H. CHALLEN. 
Milwaukee, Oct, 29. 


Philadelphia 


For Advertisements of the Leading Flour 
Buyers in Philadelphia, See Page 839. 


[Special Corresvondence.| 


The flour market has been depressed 
by the decline in wheat and in spite of 
@ reduction of 5@10c in mill limits, trade 
continues very slow, a lacking con- 
fidence and holding off in expectation 
of further concessions. Choice sprin 
patent is hard to sell above $4, thoug 
the mills are generally unwilling to ac- 
cept less than $4.10@4.15. Ordinary 
country patent is reported to have sold 
as low as $3.90. Straight ranges from 
$3.65@3.90, as to quality, but meets with 
little inquiry. Clear is neglected and 
joreely nominal at $3@3.25 in wood. 
The Kansas mills have been generally 
Lc egg to reduce prices, but demand 
is light and quotations are weak on a 
basis of $3.25@3.40 for straight and $3 45 
(@3.70 for patent, both in sacks. In win- 
ters, the bulk of the limited business 
has been in Pennsylvania straight which 
has sold at $3.30@3.50 ae to quality. At 
the close, the outside rate is very hard 
to reach except for a few po ular sten- 
cils and many dealers think that $3.40 is 
extreme to quote on the general whole- 
sale market. . Western mills are still 
asking a premium for straight, but the 
quotation of $3.40@3.60 is largely nomi- 
nal, as buyers are generally giving 
preference to the near-by product. Pat- 
ent is very dull at $3.60@3.80. Clear al- 
so is bard to sell and ranges from $3 to 
$3.25 for Pennsylvania up to $3.30@3.40 
for choice western. The city mills re- 
| ty a bag A dull market at prices rang- 

ng from 5c to 10c below those quoted a 
week ago. 

NoTe.—For flour quotations see “Tele- 
graph Markets” on another page. 

* 

Receipts of flour during the week were 
20,173 bbls and 10,890,131 lbs in sacks. 
Exports were 7,500 sacks to Rotterdam, 
55,000 sacks to London, 500 tons to Glas- 
gow, 5,000 sacks to Hamburg, 132 tons to 

iverpool and 20,000 sacks to Avon- 
mouth and Bristol. 

Rye Flour—Demand light and prices 
have favored buyers, with ample offer- 
ery Choice Pennslyvania is generally 
held at $3.10 per bbl, but exceptional 
sales have been reported as low as $3. 

Buckwheat Flour—Demand has con- 
tinued slow and unsatisfactory, owing 
to the unseasonably warm weather. 
Quotations for fresh-ground new are 
$2.10@2.25 per 100 lbs, with jobbing sales 
above these prices. Mixtures move very 
slowly at $1.90@2. 

Millfeed—There has been a fair de- 
manda and the market has ruled firm un- 
der moderate offerings. Quotations are 
$16.75@17.50 per ton for winter bran in 
bulk and $16.75@17.25 for spring in sacks. 

Seeds—There is nothing dvuing in clo- 
ver and prices are nominal. The sea- 
son for timothy is about over, but offer- 
ings are light and prices rule steady at 
$2/@2.15 per bu. 

Oatmeal—There is a moderate jobbing 
trade and prices rule steady. Quota- 
tions: 

Ground oatmeal, per bbl $8 
Rolled, st’m or kiln-dried, per bbl. 
Rol’d, st’m or kiln-dried, in cases. 
Patent-cut, per bbl 
Pear! barley, in sacks 
Pearl barley, in kegs 

* * 

Corn Products—Demand has 
creased during the last week and prices 
are firm at former rates. Offerings are 
moderate. Quotations: 

Granulated yellow meal, per bbl... .$2.50@2.60 
Granulated yellow meal, 100-Ib sack 1.15@1.25 
Granulated white meal, per bbl 2.656@2.75 
Granulated white meal, 100-lb sack.. 1.20@1.85 
Yellow table meal, per bbl 2.80@2.85 
Yellow table meal, 100-lb sack. -- 1.06@1.10 
White table meal, per bbl.... -. 2.40@2.45 
White table meal, 100-lb sac «- 1,10@1.20 

-+ 2.60@2.75 
1 1.85 
1. 





Corn flour, per bbl 
Corn flour, 100-Ib sack 
Granulated hominy, per bbl 
Granulated hominy, 100-Ib sack 
-- 
Beans and Peas—Receipts of beans 
have continued light and the market 
has ruled firm with a good demand for 
choice white stock. d kidneys and 
limas are scarce and firm. Peas are in 
small supply and steady with a fair de- 
mand. uotations: 


2.80@2.90 
1.80@ 1.40 


Mediums, choice. 
Pea-beans, choice, in bbls 
Pea-beans, choice, in bags. : 

y . 
Lima beans, flat, per 100 Ibs........ .... 
Scotch peas 


Baled Hay and Straw—There has been 
considerable increase in the receipts of 
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hay during the last week and the mar- 
ket has been unsettled and lower under 
a light demand and general pressure to 
sell. Arrivals of straw, however, have 
been moderate and there has been a fair 
outlet for choice stock, prices of which 
have ruled steady. Quotations: 


HAY. 


Ti 

Timothy, No. 3 small bales 

No. 1 mixed sm ales... 

No. 2 mixed small bales... 
STRAW. 

No. 1 straight rye............. 

No. 2 straight rye 

Tangled rye, No. 2and No. 1....... 

Oat, No. 1 

Oat, No. 2 

Wheat, No.1... sisbsesen 

WEIS POUCM as sau cavecdasteenedcciace 


¥* 


Wheat—The market has been weak 
and unsettled under increased receipts 
at primary points and general pressure 
to sell in all home — centers, and 
prices have declined 24c per bu. For- 
eign advices have been lower and ex- 

ort limits as a rule have been too low 
or business. Receipts during the week 
a 83,582 bus; exports, 160,392; stock 


4 \e 
Prices compare as follows: 
OCONTRAOT WHEAT. 


Close Saturday. Week ago. 
$.7044@.70% $.7234@.73 


OAR LOTS. 
$.73%4@.74 
-18%4@.74 


.. 8.11.78 

: “mige% 

2 Trolge.7084 “rai4@.73 
‘00%s@ 604 
‘603¢@.00% 


-70%4@.71 
*% * 


-70%4@.71 

Oats—There has been a fair local busi- 
ness in car lots and prices have ruled 
steady. Export demand has been mod- 
erate. Sales of No. 2 mixed reported at 
25c; No. 3 white at 254%@26c; No.2 white 
at 27%c; clipped at 28@28%c; and No. | 
white clipped at 29@29%c. Receipts 
during the week were 110,999 bus; ex- 
ports, 170,000; stock, 622,372. 

Corn—The market has ruled fairly 
steady with an active demand for ex- 
port, about 1,500,000 bus having been 
worked during the last week. Local car 
lots have declined lc under increased 
offerings and a light demand, with sales 
of No.2 yellow from 48c down to 47c. 
Receipts during the week were 722,425 
bus; exports, 590,615; stock, 591,015. 

Prices compare as follows: 


NO. 2 MIXED. 
Close Saturday. Ween ago 


. Ask. d. Ask. 
coces secccccccees $.444@.44% $.44°4@.45 
CAR LOTS. 


No. 2 mixed -- $.4444@.44%4 
Steamer .. 8 @.48 
No. 8....... - 42 @42% 
OCEAN RATES. 
Offerings of full cargoes have been 
more liberal and the market declined 
4d, but a good business was worked at 
the lower rates. Berth freights are quiet 
and easier with ample offerings of ton- 
nage. 


No. 2 Penn. red. 
No.2 Del. red.. 
No.2 
Stea: 
No.8 


$.4454@. 
48%4@.43' 
-424%4@.42' 


CHARTER RATES. 


Cork for orders, prompt.... 
Picked ports, prompt @8s 3 
Denmark, prompt 8s 9 d@ss 10d 
Mixed cargoes, prompt, heavy grain, 3s 
14d; oats, 2s 74d. 
BERTH RATES. 


@%s 104 


Flour 
per ton 

ov.. 15s 
Nov. 17s 6c 
Nov. 17s 6c 
Nov. 17s 6c 
Nov . 17s 6c 
Nov . 188 9d 
Per 10 

Ibs. 

Nov.. 18c¢ 

Nov... 19¢ 

Nov.. 1906 
Nov..*188 9d 


P 
Rotterdam, Nov....... 
Amsterdam, Nov 8s 


NOTES, 

The Norwegian steamship Caprivi has 
been chartered by the Earn Line Steam- 
ship Co, and placed in regular service 
between this port and Cuba. 

During the last week, 20 steamships 
with an aggregate capacity of about 
350,000 qrs have been chartered to load 
fall cargoes of grain from this port. 

The Merchants’ & Miners’ Transporta- 
tion Co., which recently established a 
regular steamship service between this 
port and Savannah, Ga., was elected a 
member of the Maritime Exchange on 
Oct, 22. 

It is reported that the Chesapeake « 
Ohio Steamship Co., which now oper- 
ates three regular liners to Liverpool 
and three to London, is negotiating for 
the charter of six additional steamships. 
This will give six vessels to Liverpoo! 
and six to London from Newport News, 
which will make the sailings semi- 
weekly. The United States Shipping 
Co. is also about to charter four new 
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ships for its service from Newport News 
to the continent. 

The recent letter of Clement A. Gris- 
com, president of the International Nav- 
igation Co., calling attention to the fact 
that without a 30-foot channel in the 
Delaware, the new and large vessels of 
his line cannot reach this port, and the 
reports to the Board of Trade showing 
that the dredging of the river is pro- 
gressing at a most unsatisfactory pace 

have aroused the shipping interests o 

the city to the necessity for concerted 
action to remedy this state of affairs. 
The matter has been taken up by the 
committee on harbor and navigation of 
the Trades league and a memorial is to 
be prepared for congress showing the 
injury done to the shipping interests of 
this port by the slow. manner in which 
the work of re the channel to 
the sea is being carried on and the sen- 
ators and representatives of Pennsylva- 
nia, New Jersey and Delaware will be 
asked to do all in their power to have 
the work expedited. 

An important decision by the Inter- 
state Commerce Commission in the case 
of the Pennsylvania Millers’ State asso- 
ciation against the Philadelphia & Read- 
ing Railway Co. and others, was an- 
nounced in press dispatches on Wednes- 
day. The commission holds in this case 
that 48 hours is an unreasonably small 
allowance of time for unloading, where 
any portion of such time has to be con- 
s.med in attending preliminaries neces- 
sarily antecedent to the actual process 
of unloading. As to grain, flour, hay 
and feed consigned to and deliverable 
at interior points in the territory of the 
Vhiladelphia Car Service association 
the carriers are required to cease an 
desist from charging ee until 
the expiration of a reasonable time for 
unloading, after the cars have been 
placed for unloading and notice of such 
placing has been given the consignee or 
other proper party. The commission 
further holds that 48 hours is a reasona- 
tle time for the actual unloading. The 
commission also decides that by Sec. 1 
of the act to regulate commerce, storage 
is named as a service in connection 
with transportation, and the charges 
therefore are required to be reasonable 
and just; thatthe schedule of rates re- 
huired by Sec. 1 of the act to be printed, 
posted and filed with the commission 
should state, among other terminal 
charges, the rules and regulations, if 
any, of the carrier in relation to storage. 

SAMUEL 8S. DANIELS. 

Philadelphia, Oct. 29. 





Galveston 


[Special Correspondence.}) 


The flour market still holds = its 
activity and quite a fair week’s business 
has been done. The reduction the last 
two days in ccean freights is likely to 
help foreign trade which, since the 
storm, has been practically nothing. 
Wheat-sowing continues generally, but 
this work was delayed by the showery 
weather towards the end of the week. 
‘hese showers were Med beneficial for 
the crop. Early-sown wheat is coming 
up nicely and the rains will insure a 
ood stand of all wheat now sown. The 
-round is in good condition for cultiva- 
‘ion throughout the wheat belt and 
vheat-sowing will be rushed to comple- 
ion. The following quotations on flour 
re made here: 
Per bbl. 

’atent Im BACKS.......cccccccccscccccescoccs 

ialf patent........... 
COOIERB. cc iccdssuscccncsensecss 
NOIOS, os ccoeecagvaccccososectesevcececcives 2. 

Flour in wood 2c above sacks; in half 
irrels, 80c above. 


OOEAN FREIGHTS. 
Ocean rates on flourin sacks trom 
ulf ports, as quoted by steamship 
sents Oct. 25, are as follows, in cents 
er 100 pounds: 









New 
ro— Galveston. Orleans. 
ntwerp.. -+. 28.00 27.00 
elfast .... 26.00 26.00 
remen..... 27.00 26.00 
OPENNAGEN 2.2... coccsececees sveee 80.00 
yee ut EE eee 26.00 
REE 00 ce ccdcetvenconesce 28.00 27.00 
VOPR OGE rc cccccesesesccssesoce 25.50 26.00 
MEN ks. 6504 oneenges bacenees$s.anene 26.00 
OCOOTGRER a codccocncccesccesce 28.00 27.00 
lavane (Cub) ........cceceee eveee 20.00 


rhese rates are subject to confirmation. 
Steamship companies usually make same 
‘te on cotton seed meal, cake and corn- 
eal as on flour. 
Millfeed—Demand is very brisk, 
‘used by the number of teams working 
1 the city clearing debris. Quotations: 
2.25(@13.25 per ton, f. o. b. mill. 
Cottonseed Products—Business has 
en very limited during the week, but 
)w that the freight situation has come 
arer @ parity where business can be 
ne it is expected that many sales will 
’ Made, as the meal is in the state. 
rices for prompt shipment are $21@21.50 
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r short ton for cottonseed meal and 
.50@21 for cottonseed cake. 
‘ Stock of wheat in elevators, 1,339,326 
us. 
NOTES. 

The arrivals of flour into Havana for 
the week ending Oct. 17 amounted to 
6,444 sacks. Trade continues quiet,with 
prices $5.20@6.50 per sack of 203 lbs in- 
cluding duty. The stock on hand is 
about 13,800 sacks. 

The office of the Benemelis Steamship 
line has been moved from here to Mo- 
bile. It is not known whether it is 
definitely going to be located there but 
as the business was | tenga ore: A cattle, 
p+ A company is intent on trying that 
port. 5 

It is with regret I announce the death 
of Mrs. Clara Reymershoffer, widow of 
the late John Reymershoffer, which oc- 
curred Oct. 24. She was 89 years of age, 
and was the grandmother of John Rey- 
mershoffer, Jr., president of the Texas 
Star Mills, and had resided here since 


; CO. M. YAGER. 
Galveston, Texas, Oct. 25. 


ARGENTINA’S EXPORTS. 


[Special Correspondence.] 


The question of maritime freights is 
of increasing importance to this coun- 
try. lt is cheap freights which gives 
the American flour such an advantage 
in competing with us in the Brazilian 
markets, in spite of the distance. Look- 
ing into the s ipping returns, it is seen 
that the export business has increased 
remarkably from this country. For the 

ast twenty years the returns are as fol- 
ows: 








Tons 
Steamers. Sailers. register. 





BAD. cccvccvesscteess 1, 977, 

TERR s 0 cccccee +» 6,549 2,441 8,349,661 
1890. «+ 5,930 8,676 5,506,460 
1895. «+ 7,171 2,945 7,014,352 
1898 . 7,707 8,088 7,615,482 


The question of maritime freights is 
not only an important question, buta 
very complicated one. The estimate of 
exports on this crop are 2,000,000 tons of 
wheat, 1,000,000 corn, and 260,000 flax. 
For these there was paid $41,000,000 pa- 
per, in freights, which is about 24 per 
cent of the total value of the exports. 
On the other hand, America pays only 
. per cent; Canada 14%, and Australia 


According to the statistical depart- 
ment, the freights from 1889 to 1898 
have been ss follows, per 1,000 kilos, 
from Buenos Aires to Antwerp: 


Cereals, Bales, 
florins. florins. 





1889 .. 14.6 16.2 
1890 .. -- 46 21.0 
189! . os Ena 18.7 
BEE boccccecdssocvccccccoccesses -» 16.9 16.1 
PD cnbebscndiethoss ss debhiestbe ces 16.3 16.1 
TE bc cn cdves dnd babepceciancenncsact 16.1 12.5 
BE 50 Se ck ccccutbdtenshowsveesaveteus 14.3 11.7 
SEE dnepéugesqedccteqetescssoscescusee 18.0 10.0 
Di anmanente-cetnsaedeeeessennsd 0n0ns 16.8 14.7 
Dv <iesnesasotes -. 16.6 14.6 
1899 October voee 20.0 25.0 
BP IN occ ccncnncndncces oneseces 21.0 16.0 





One of the reasons for the high freights 
last year is that all ports dues are heavy 
and all business with the authorities 
very slow. Also, the war in South Africa 
helped to put up freights by so many 
vessels being taken as transports. The 
prospects for a large crop also brought 
about speculation in freights. he 
quarantine absurdities imposed by the 

overnment against its own ports 

elped to keep up prices; and falling 
off in imports brought fewer vessels 
here. Large steamers cannot yet enter 

ort, and even vessels of 2,500 to 3,000 
ons often have to wait days before be- 
ing able to leave. '1 will mention that a 
steamer of 2,500 tons, which was ten 
days in port, had to pay $2,400 paper 
= pilot’s dues, etc., came to $256 

old, 

BWhen we compare the freights with 
those of the United States, it must be 
remembered that there vessels of 15,000 
tons can be loaded in five days, while 
here vessels of 3,000 to 4,000 tons require 
20 to 25 days. In Bahia Blanca vessels 
take from 20 to 30 days and even up to 
67 to discharge and load. Here vessels 
have to pay 40s pee ton for coal, against 
12s to 14s in the United States. 

The matter of freights is of the great- 
est importance for Argentina, and 
whether its me gp are to compete in 
the international markets depends on 
the solution of this vexed question. 


NOTES. 

The minister of agriculture, at the re- 

uest of the wheat exporters, has asked 
the finance minister to extend the period 
fixed for the free importation of bags 
and sacking. The time fixed by the 
government expired Aug 12, and the pe- 
titioners say that the same reasons con- 
tinue to exist as when the decree was 
made. The finance minister will give 
an extension sufficient to allow all or- 
ders pending in Europe to be filled. 


The National Millers Association has 
accepted the invitation sent them 
through the minister of agriculture to 
be represented at the Pan-American 
exposition at Buffalo. Juan L. Banca- 
lari, Enrique Battilana, Ernesto Strick- 
er and Angel Artel have been appointed 
as a committee to carry on the necessa- 
ry arrangements. The Argentine flour 
syndicate will also be represented and 
will exhibit samples of flour. 

The dock hands who have to deal with 
the loading of cereals, have sent in a pe- 
tition to the finance minister asking 
that a law be passed making a uniform, 
size of bags for cereals in all the ports 
of the republic. They ask that the bags 
be made to hold 60 kilos. At present 75 
to 90 kilos is the size—a heavy load to 
be carried on the shoulders. It would 
certainly be a great advantage if the 
bags were more uniform), as at each port 
they have different weights and it makes 
the compiling of statistics ver diffi- 
cult. I fail to see, though, how the gov- 
ernment can interfere in the matter. 


Buenos Aires. ERNESTO DANVERS. 





The Thrifty Captain of a Tramp Steamer. 


One of the members of the party of 
railroad and steamship men which vis- 
ited Minneapolis last week, was Soar 
L. Woolley, manager of the Chesapeake 
& Ohio Steamship Co.,at New York. 
Mr. Woolley grew up in the steamship 
business in England, and knows a ves- 
sel inside and out, cargo and insurance. 
Naturally, some of his knowledge has 
been gained by experience not alto- 
gether pleasant, but therefore the more 
effective. Sea captains, he admits, 
come under the head of doubtful quan- 
tities until you thoroughly know them, 
which you never do,—and one of these 
doubtful sea captains gives material for 
Fen little story, which Mr. Woolley 
tells with considerable feeling. 

Some years ago he was connected 
with a company which owned a number 
of tramp steamers, sailing from Rotter- 
dam to the Orient, and returning with 
miscellaneous cargoes. Now, when 
line steamers have regular sailings, go- 
ing and coming on schedule time, their 
expense account for each trip can be fig- 
ured almost to the last dollar, before 
they leave port. But with independent 
or tramp steamers it is different. No 
one can tell what their cargoes will be 
nor how long they may be detained in 

ort awaiting full cargoes. It there- 
‘ore follows that the captain of a tramp 
steamer has the expense account pretty 
well under his own control, and if he is 
so inclined, there is an excellent oppor- 
tunity for a liberal rake-off. The cap- 
tain ''O. K.’s” his own account; and if 
the shipowners don’t like his ‘'O. K.” 
they can get another master. 

In this particular case, the company 
had one—Captain ‘'Ben’’—in its em- 
ploy who had grown up in its service— 
from seaman to mate and from mate to 
captain. He was a good master so far 
as handling his vessel was concerned, 
but he had a failing, namely, thrift. The 
salary of a tramp captain is only £22 or 
£23 a month, but Captain Ben found it 
possible to live luxuriantly when in 
port, keep his family in more than mod- 
erate circumstances, and, moreover, to 
build a row of houses to rent. The pres- 
ident and the manager of the company 
knew of these things, but were helpless, 
for they could not go behind Captain 
Ben’s ''O. K.”’ 

The last trip that Captain Ben made 
for the company was a great disappoint- 
ment to the officers and stockholders. 
Before the steamer sailed, Mr. Woolle 
made what he believed was a close esti- 
mate of all necessary expenses, and he 
could see no reason why the trip would 
not be a profitable one to the owners. 
She was bound for Rangoon, which is 
in the Indian ocean, it may be neces- 
7 to explain. 

ow Rangoon, like all other ports in 
the Orient, is a place where time is con- 
sumed in doing nothing and where a 
day is as a thousand years to the na- 
tives. Therefore it is a place where an 
expenee account might run up to appall- 
ing figures while a cargo is being 
stowed. At any rate, this often served 
as an excuse, which was the same 
thing to the stockholders. 

Captain Ben went out to Rangoon 
and returned with a cargo of Oriental 
plunder and an expense account. The 
president and the manager of the com- 
pany were amazed at the size of the lat- 
ter. The captain had ‘outdone himself, 
and instead of a satisfactory profit, the 
— had resulted in a grievous loss. 

fter thinking the matter over for a 
day or so, the president decided to have 
atalk with the captain. So, calling 
him into his office, he approached him 
cautiously. 

‘tBen,” the president began, ‘'that’s 
a a big expense account you turned 
in. What was the trouble?” 

‘Well, I didn’t buy a thing that 
wasn’t needed, and I had to lay around 
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port for a long time, getting a cargo— 
awful slow out there.’ 

''Yes, I know, Ben; but I wish you 
would be frank with me. You have 
been with us for a good many years and 
we have always treated you right. 
Now, be fran with me, Ben—how 
much did you make out of the trip?” 

— captain looked at him fora mo- 
ment, 

'tSince you have asked me to be frank 
with you, Mr. B.,’’ the captain replied, 
seriously ‘tl will. All 1 made out ofthe 
trip was a parrot and a monkey. And 
the parrot got sick and died, and the 
bloody monkey jumped overboard.” 

E. 8. Rotuiys.. 





A HYPNOTIC SALESMAN. 


Just what the peculiar faculty is that 
enables one man to sell goods while an- 
other man cannot even make an impres- 
sion on the buyer, no one pretends to 
say, precisely. But from observations, 
and some experience, I incline strong] 
to the theory that it is personal magnet- 
ism, in some cases even approaching 
oo 

ow every miller or flour salesman 
knows that the man who can travel 
through an entirely new territory to him 
and sell car after car of flour to dealers 
who never before handled that flour— 
any miller knows that that man is a 
genius or a hypnotist. Perhaps man 
will say that no'such man exists; but 
met such a one several years ago. 

At that time I was using up yards and 
ards of mileage in conscientiously try- 
ng to introduce a new flour in a new 
territory without cutting prices. It 
seems marvelous now, in my maturer 
years, to think that I should have at- 
tempted such a task, but I did; and one 
evening while traveling in a crowded 
car, 4a very mang appearing gentle- 
man shared his seat with me. He was 
[ares amw A thirty-five years of age, rather 
ntellectual looking, and well dressed; 
I noticed that he wore a black cutaway 
coat, so did not ‘'size him up’ fora 
traveling man. I thought he might 
possibly be a professor in some college, 
or even a minister. 

He began the conversation, I think, 
and it finally drifted into ‘''shop.’’ He 
was delighted to learn that I was sell- 
ing flour; and | was surprised to know 
that he was talking the merits of a mill 
not farfrom my own. Soon I learned 
that he knew my family, so we became 
more confidential. Then he told me 
that he had been a school teacher, and 
had also served his state for a term in 
the state senate; and that he thought of 
going into the milling business, but 
that he knew nothing about it nor of 
selling flour, either; that he had been 
on the road only a few weeks, but that 
the mill was pleased with his work, 
and that he rather liked the business 
himeelf. 

I asked him about his success in mak- 
ing sales, suggesting that he was work- 
ing rather a hard territory for a new 
man. Hedid not know how his sales 
compared with other men’s, but he had 
sold a car of flour in this town, two in 
another, and one in a third, and so on 
all along the line, his sales for each 
week amounting to a startling total. 
He said that he had no particular argu- 
ment—just went in and talked to the 
dealers, and if they wanted flour they 
gave him an order. 

My 2 ey was such an interest- 
ing man that I parted with him with 
regret. He had helped me to pleasant- 
ly pass what would otherwise have been 
a threesome evening, so I forgave him for 
being—a liar. 

Still, his stories of marvelous sales of 
flour rather galled me, and made suffi- 
cient impression cso that the next tri 
over that territory, I made some inqui- 
ries of the flour dealers regarding the 
mill’s flour represented by my late com- 

anion. Yes, they had some of it; had 
ought itof a new man who recentl 

came through. I was satisfied tha 
prices had not been cut, so asked one 
dealer how he happened to buy from 
him. 

The buyer hardly knew. He said that 
he did not particularly need any flour 
and did not have the slightest idea of 
buying any when the salesman handed 
him his card. The salesman had not 
urged him to buy, nor run down any 
other mill’s flour, nor. said that his was 
the only flour made. He had just talked 
pleasantly for a little while, and the 
dealer had bought his flour. But more 
than this, I could see that the dealer 
still had pleasant recollections of the 
visit and would welcome the salesman 
when he called again. 

Now I contend that this influence was 
more than natural, and from my own 
contact with this salesman, I know that 
he possessed personal magnetism to an 
unusual degree, and which, in some in- 
stances, probably approached loge 
ism. And I am equally certain that he 
was unconscious of it. E.S. RoLuirns. 








Coopers’ Chips 


Conducted by FREDERICK J. CLARK. 
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the greater number of 10 and 12-hoop 

barrels being taken by the mills, 
Following are quotations of flour-barrel 

stock f. o. b. cars Minneapolis: 

Michigan No. 1 flour staves, M..$8.75 

wi in elm staves, M........ 8.50 





Makers 
up- 


For Advertisements of the Lead 
of, and Dealers in, Cooperage 
plies, See Page 865. 
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Nearly 6,000 ten-hickory-boop flour 
barrels were sold last week. 

The large call for barrels last week 
— to country milling pvints, as 
well as to Minneapolis. 

For the week ending Saturday, 8 shops 
outside of Minneapolis received 1 car 
heading and 1 car patent coiled hoops. 

The selling of 107,000 full barrels last 
week by all Minneapolis shops —. 
sented the consumption of 655,000 coiled 
elm hoops and 330,000 hickory hoops. 

The numerous co-operative coopers 
who were comparatively large deposit- 
ors in the Scandia bank when it failed, 
will receive about 40 per cent of their 
money. 

For the week ending Saturday, flour 
barrel stock was unloaded in Minneapo- 
lis by all shops as followe: Elm staves, 
20 cars; heading, 7; patent hoops, 9; 
hickory hoops, 1. Total, 37 cars. 

A. F. Brooks is now agent in New 
York City for the Sutherland-Innes Co., 
Ltd., of Chatham, Ont., succeeding 
George Malcolmson. The latter, former- 
ly the Minneapolis representative of the 
above-named company, has joined his 
father in the canning business at Chat- 
bam. 

It is understood that the Glenwood 
(Wis.) Mfg. Co. will retire from the lum- 
bering and barrel-stock manufacturing 
business. The heading factory of this 
company has for years been one of the 
most important in Wisconsin, it being 
among those from which Minneapolis 
has drawn its supplies. 

Minneapolis shops did a handsome 
business last week. Barrel sales in- 
creased 38,000, and all the shops shared 
in this augmentation. The make fell 
short of the sales by 20,000 barrels. The 
heavy call for barrels was due to the 
mills running very strongly to get out 
all the flour possible before the ad- 
-vance of dc per bb! in freights on Nov. 
1; the flour is largely going into store 
and barrels are used for packages. Bar- 
rels are again this week going out ata 
lively rate, and will continue to do so 
until Wednesday night; how it will be 
after that date is uncertain. The mills 
are likely to run pretty strongly until 
the close of lake navigation; then if 
flour is not in better demand, a heavy 
curtailment in output is promised. 
However, the flour market has shown 
some improvement in the past week and 
a better trade is hoped for after the na- 
tional election. 

The sales and make of flour barrels b 
all Minneapolis shops for the week end- 
ing on the dates given were as follows 
with comparisons: 

Sales, bbls. Make, 
1899. 1898. 


1900. 1900. 


Se 


Dec. 8... 
Dec. 1... 
Nov. 24... 
Novy. 17.. 
Noy, 10.. 
Nov. 8... 


OWS rise 
Oct. 27.*107,415 
Oct. 20.. 69,140 
Oct. 18.. 54,500 
Oct. 6.104,680 
Sept. 29. 84,995 
Sept. 22. 78,155 
Sept. 15. 69,600 \ 
Sept. 8. 43,975 63,495 26,475 


8 w’ks. .603,410 624,730 567,825 515,585512,005 .. 
*These figures embrace 1.850 half barrels. 

The only new feature to barrel stock 
is the increased consumption. How- 
ever, this may not be very lasting. As 
a rule, Minneapolis shops are buying 
littic stock. Elm staves are offered to 
some extent in small lots for prompt 
delivery and they are being taken at 
about $8.75 per M, where of prime quality. 
A limited number of Wisconsin staves 
are available at $8.50. As to prices after 
Jan. 1, large handlers still seem loth to 
sell that far ahead. Patent hoops are 
quiet, not enough buying being done to 
test the market. However, there ap- 
pears to be no large offerings and the 
local trade was a little surprised to read 
in correspondence in this department 
that they were in such liberal supply. 
For fair to best quality, the range of $9 
(a9.25 per M seems to cover values, as 
far as they are established Heading 
holds at 5%ec per set. About all the 
buying done is on that basis. Little 
or nothing is being done in hickory 
hoops, the current receipts being ap- 
plied upon old contracts, and prices 
are nominally on the old basis of $5.50 
(a6 per M. The consumption is rather 
larger this year than in 1899, owing to 
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63,790 
8,280 


Elm staves, other states, M 


ing, per set. 

Meal bbl (19%) heading, set 
Hickory hoops, per M 
Patent hoops, 6 ft to 6 ft 
Cottonwood or gom flour staves. 
Half bbl staves, M... 

Half bbl heading, set...... 
Half bb! patent hoops, M 
Half bbl hickory hoops.. 
12-hickory-hoop barrels. 
Mugwump (10 hoop) barrels 
10-hickory-hoop barrels 
8-patent-hoop barrels 

6-patent-hoop barrels.. 
6-hoop meal bbls 


¥* 
Votaw & Townsend ay build a stave 
mill at Mount Carmel, Ill. 

J.N. Wood & Son are moving their 
heading, hoop and stave factory to Fo- 
ley, Wis. 


S. H. Allen & Co. have sold their 
hoop factory at Huntsville, Ala., to D. 
A. Lewis & Bro. 

The Chittenden stave, head and hoop 
factory at Ashley, Mich., burned Oct. 25. 
Insurance, $5,000. 

H. H. Osterhout, who has moved his 
factory from Morristown to Aitkin, 
Minn., will this week begin to turn out 
head linings and patent hoops. 

August Richter, Montgomery, Minn: 
‘tT have no heading to sell and no tim- 
ber to make any from. I believe that 
heading will be higher before the new 
year.”’ 

The Pennsylvania Stave Co., of Cross- 
fork, Pa., is reported to have bought 
40,000 acres of timber land in the Adi- 
rondack mountains, where it will ope- 
rate on a large scale. 

New York correspondence: Second- 
hand barrels are very firm, particularly 
those of oak staves, which are quoted 
as high as 34c. Those of elm staves 
and ten round hoops are held at 26c, and 
eight flat hoops at 24c. 

The Superior shops report the make 
and sales of flour barrels as follows: 


Oct. 29. 
Oct. 22.. 5 ee 
Oct. 16.. 8,870 12,240 
6,075 10,565 


7,820 
18,170 
After deducting for damage done in 


several states by September gales, 
the United States crop of apples, says 
the American Agriculturist, approxi- 
mates 48,000,000 bbls, against 37,500,000 
in 1499, and 69,000,000 in the ‘tbumper” 
year, 1896. 

The American Lumberman says that 
‘tnever before has there been a condition 
of such demoralization and stagnation 
in cooperage in Chicago as has been ex- 
hibited within the last month or so. 
Dealers are loaded up with No. 2 mill 
run and mixed stock and find no de- 
mand for it. Pork barrels and lard 
tierces are exceedingly dull. The over- 
production of apple-barrel stock has 
been a great disappointment to holders, 
who had anticipated a sharp demand. 
An anxiety to dispose of stock has 
caused some dealers to take heavy risks 
in selling to irresponsible coopers and 
they may realize their mistake later.”’ 

Special reports from shops outside of 
Minneapolis as to the use of flour bar- 
rels are as follows: 

No. -Barrels— No. ~Yearago— 
shops. sold. made. shops. sold. made. 
Oct. 27... 8 12,958 7 eo 


Oct. 
11,870 
8.798 


8,941 
9,577 
9, 
8,983 
7,988 

, 7,228 6,036 18,644 10,008 
The shops reporting were located at Can- 
non Falls, New Ulm, Red Wing, New Prague, 
Shakopee, St. Cloud, Hastings, Minn., and 
La Crosse, Wis. ‘ 

COOPERS’ INTERNATIONAL UNION, 


The Coopers’ International union will 
hold its next annual meeting in Louis- 
ville, Ky., in October. At the Boston 
nieeting, a declaration of principles was 
adopted pledging the union to the fol- 
lowing objects: 

To prohibit the employment of chil- 
dren under 16 years of age. 

To use all lawful and honorable means 
to abolish the system of contract convict 
labor. 

To demand the enforcement of the for- 
eign contract labor law. 

To demand the repeal of all conspiracy 
laws that in any way abridge the right 
of labor organizations. 

To encourage the adoption of proper 
apprentice laws. 

To demand better sanitary conditions 
for coopers working in places where a 
large number of men are employed. 


‘ 8, 


7,684 


DOADDA DOG 


*To secure from employers, contracts 
recognizing the international union, reg- 
ulating prices and making their shops 
stricty union shops. 

To settle by arbitration all differences 
that may arise between employer and 
employes. 





Beans and Peas. 


Northrup, King & Co., Minneapolis: 
‘tA largely-increased acreage of beans 
was apy the past season, owing to 
the sharp advance which took place the 
a emer | year. A fair crop has been 
arvested, but owing to unfavorable 
weather, samples, as arule are not good; 
nearly every lot contains a large per- 
centage of damaged and _ discolored 
beans. Owing to no large stocks being 
carried over, and the past harvest being 
less than an average one, prospects are 
for an advance rather than a decline 
from present values. Drouth during the 
growing season and rains a har- 
vest, have affected the pea crop unfavor- 
“ably, and a firm market and an advance 
in values may be reasonably expected.”’ 





A New Magazine. 


A new illustrated magazine is such a 
daily occurrence in this country that 
there must be something extraordinary, 
or at least very striking in a publisher’s 
promises to attract the serious attention 
of a public that is rapidly becoming 
magazine satiated. ‘''The World’s 
Work” (Doubleday, Page & Co., New 
York), the latest monthly publication 
of importance, makes its appeal in a 
manner distinctly Kiplingesque. 

"tIt is with the activities of the newly- 
organized world, its problems and 
even its romance, that this magazine 
will earnestly concern itself, trying to 
convey the cheerful spirit of men who 
do things,’’ the editor announces, 

The first number (November) resem- 
bles a less fragmentary, more personal 
Review of Reviews and entertainingly 
-‘conveys the cheerful spirit of men who 
do” pretty much everything—from man- 
ipulating the destiny of nations, to pho- 
tographing prairie dogs. 





The Royal Bag & Yarn Mfg. Co. has 
been organized in Charieston, S. C., 
with a capital stock of $225,000, to manu- 
facture yarn from the raw cotton and 
convert it into seamless bags for seeds, 
salt, grits, meal, etc. The officers are: 
President, George A. Wagener; vice- 
president, James M. Seignious; secreta- 
ry and treasurer, George Lunz. The fac- 
tory to be erected will have 5,000 spin- 
dles and 125 bag looms. 


Special Notices. 


HELP WANTED. 














OoTOBER 31, 1900, 


ANTED—POSITION AS ASSISTANT 
manager in mill or to assume charge 
of export or domestic correspondence. 
Eight years’ experience, familiar with ex- 
ort business and trade in Louisiana and 
exas. Age thirty-three; best of references. 
esqross D 1911, care Northwestern Miller, 
t. uis. 


ANTED— POSITION AS MILLER IN 

mill from 80 bbls up, or as second ina 
large mill, by a single man of middle age, 
with seventeen years’ practical experience. 
Understands long and short systems and 
well up with plansifters. Would prefer a 
Pplansifter mill. Can give references, and 
will go anywhere that a steady position is 
offered. Address J. M. 1926,care North- 
western Miller, Minneapolis. 


ANTED—POSITION AT ONCE, BY A 
practical miller who can keep a mill in 
good repair. Understands both hard and 
soft wheat milling, bolter and sifter sys- 
tems, also water power. Speaks English 
and German; 28 years old; single; uses 
neither liquor nor tobacco. Not looking for 
@ snap, but want fair wages; will go any- 
where. In answering state wages, size of 
mill, etc. Cancome at once. Address G., 
care Brown Bros., Stafford, Kansas. 


ANTED—BY AN UP-TO-DATE MILL- 
¢r not afraid of work, a permanent po- 
sition as head miller in mill of 50 to 200 bbls 
capacity, or second in larger mill, or wil! 
take night run; familiar with sieve system 
and all kinds of wheat; experience with 
custom trade. Held my last position for 
eight years; am 35 years of age, and mar- 
ried. Would like to correspond with some 
good milling firm. Address H. L. 1929, care 
Nortnwestern Miller, Minneapolis. 


WANTED-—1 WISH TO CORRESPOND 

with owners of mills of 100 to 600 bbls 
capacity who wish to employ an up-to-date 
head miller. At present I hold such a posi- 
tion in a Missouri mill, but for good reasons 
wish to change. Am 838 years old; married. 
Have had 15 years’ experience and thor- 
oughly understand the different systems of 
milling, and can give the best of references 
as to ability and character. Have milled in 
Indiana, Illinois and Kentucky. In answer- 
ing please state wages in first letter. Ad- 
dress Missouri 1931, care Northwestern 
Miller, Minneapolis. 




















MILLS FOR SALE AND TO LEASE, 








FoR SALE AT A BARGAIN—A 160-BBL 

flour mill with never-failing water 
power; dwelling, barns and warehouse. 
Would take afarm in exchange. C. L. At- 
wood, St. Cloud, Minn. 


E WISH TO SELL OUR MILLS AT 
Crookston and Fisher, Minn., and 
would entertain offers for part cash, bal- 
ance on time. Good crops in the vicinity 
of these places. Call at the mills for par- 
ticulars or address H. R. Lyon, Man- 
dan, N. D 


{OR SALE—MILL, OF 150 BBLS CAPAC- 
ity for hard or soft winter wheat; ata 
bargain. Located in thriving town,—gained 
80 per cent in population last year; fine soft 
wheat country: good local market; tive 
lines of railway from mill to good market; 
natural gas forfuel. Mercantile Milling Co., 
Independence, Kansas. 














MISCELLANEOUS. 











OMPETENT HELP—MILL-OWNERS IN 
need of experienced managers, flour 
salesmen, bookkeepers, head millers, oper- 
ative millers, engineers, millwrights, pack- 
ers, etc., should write to the Northwestern 
Miller, Minneapolis, Minn. They can be 
placed in communication with the best of 
help. To state what wages can be paid will 
facilitate matters. 








SITUATIONS WANTED. 








Vy ANTED—SITUATIONS, BY TWO GER- 
man millers who have had long experi- 
ence and are thoroughly competent to run 
amill. Can furnish the best of references. 
Address either Peter Klenisorg or Ernst 
Bitte, 214 East Ohio street, Chicago, Ill. 


jy ANTED—POSITION IN FIRST-CLASS 

mill of 125 to 200 bbls as head miller or 
as second miller in a larger mill. Am 
handy with tools and have a set of my own. 
Jan come at once. Nine years in last place. 
Cc. N. Clifford, Lake City, 





Good references. 
Minn. 


lO BISCUIT MANUFACTURERS—A PO- 

sition wanted for a man with thirty 
years’ practical experience, covering nearly 
all branches of the trade, insome of the larg- 
est factories in Europe and America. Ad- 
dress A. 1912, care Northwestern Miller, 412 
Produce Exchange, New York, 


\ ANTED—BY MILLER EXPERIENCED 

as flour salesman, a position either to 
sell flour or take charge of mill. Large ac- 
quaintance in middle western states. Have 
held responsible positions in best of winter 
and spring wheat mills. Am alert and act- 
ive, of good habits and can give best of :ef- 
erences. Address L. L 1987, care North- 
western Miller, Minneapolis. 











JOSITION AS HEAD MILLER IN A 
small mill or second in a large one. I 
have had several years’ experience in large 
mills in Minneapolis and small ones in Min- 
nesota and North Dakota. Wish perma- 
nent position and am willing to go any- 
where on thirty days trial, Am an Ameri- 
can, married, temperate and can give best 
of references. Address Head Miller 1934, 
care Northwestern Miller, Minneapolis. 


OR SALE—COMPLETE MACHINERY 
outfit of 100-bbl steam mill, practically 
new, mostly Allis machinery. Wou'd give 
time if reasonably secured. Would like to 
hear from good towns offering bonuses for 
mills of this size. Address R. R. 1790, care 
Northwestern Miller. 


FoR SALE—ONE DOUBLE 9XIl8 ODELL 
roller mill: 1 double 9xI8 Stevens; 1 
double 9x14 Allis; 1 double 7x14 Odell; 8 No. 
1S8mith purifiers with dust collector; 2 No. 
0 Smith purifiers: 8 No.8 Cyclone dust col- 
lectors. The above closed out cheap for 
cash. L. V. Thistle, Coldwater, Mich. 


ANTED — WINTER WHEAT LOW 
grades, which I will buy or handle on 
commission, paying liberal advances. 
Would prefer to buy them. Send large mail 
sample with price, package and quantity, 
delivered New York, or I will make bids on 
arrival of sample. Address W. 8S. Bash, 
Produce Exchange, New York City. 


\ ANTED—WE HAVE A CONSTANT 

outlet for low grades, clears and 
straights, in barrels. Send us samples and 
quote delivered prices at Richmond. 
Terms: Sight draft with bills of lading at- 
tached. Weare always in the market and 
would like to hear from mills having sur- 
plus to offer. R. E. Craig & Co., Richmond, 
Va. 


LL MILLERS MANUFACTURING, AND 
those about to manufacture, crushed 
horse, poultry and dairy feed, etc, of very 
superior quality, and who would like to se- 
cure the prompt services of a responsible, 
live firm to push the sales of their product 
in this market. will please forward samples 
and full particulars to Charles Willms, Jr., 
& Co., No. 308 Fidelity Building, Baltimore, 
Md. 


WE HAVE TO OFFER AT VERY LOW 
prices: 8double sets 9x18 rolls, 2 No. 
4 Cyclone dust collectors, 2 10-ft. centrifugal 
reels, 2 Wilford centrifugal reels, 2 8-ft. 
purifiers, 1 Willford first break scalper, 1 
No.0 Richmond separator, | Silver Creek 
smutter, 15 30-ft. conveyors complete, pull- 
eys, shafting, boxes, spouting; all in good 
condition. HARRIS MACHINERY CO, 
1016 Washington Ave., Southeast Minneapo- 
lis. 
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Wa AGENCY NEW 
England of a Kansas mill Thee makes 
a high gente Patent, and that can “—s in 
any kind of packages: wood to tobe rst- 
class coope References furnished. 
Address M, 1 care Northwestern Miller, 
Minneapolis. 








Some Great Bargains 


In complete steam and power 

plants, Corliss, automatic and 
Buide -valve engines, boiler 
heaters ond steam pamps All 
styles and sizes. 


H. MOOERS CO., Milwaukee, Wis. 





Wanted. 


E HAVE LARGE FLOUR CON- 
sumers’ accounts. Want direct 
connection with flour producers. 
nly highest grades of spring and 
winter. JAMES DOYLE & Co. 
60 Front shreot, New York City. 





FOR SALE CHEAP. 


h 
4 three-pair-bigh feed avotis bei 
3 three-roller mills, Wilford, Ideal Ingra- 
ham and other good makes, all sizes. 
15 gasoline engines, from 2 to 60 h-p., best 
makes and in good shape. 
Also steam engines, flour, Tail machinery 
and roll corrugating at large discount. 
JACKSON MANUFA @ Co., 
818 Nicollet Ave., Minneapolis, Minn. 


FOR SALE OR RENT. 
150-834 STEAM MILL LOCATED AT 

Belle Plaine, Minn., about 40 miles 
from the Twin Cities on the Chicago, St. 
Paul, Minneapolis & Omaha road. Plant is 
entirel new, having been built about a year 
ago. olid brick buildings; Nordyke & 
Marmon machinery; Twin City Corliss en- 
gine; 80,000-bu wheat storage; side track 
past ‘ill door. Plenty of good wheat re- 
ceived direct from farmers to keep mill 
running. Reason for selling, owners not 
practical millers. Address Gran Milling 
Co., St. Paul, Minn. 


SPECIAL SALES. 


1 16 -e Charter gasoline engine. 
1 Williford 8-high feed roll. 
8 double stands 9xi8 rolls, Nordyke & Mar- 


mon. 
5 double Stands 9x18 rolls, Allis. 
4 double stands 9x18 rolls, semen City. 
4 double stands 9x14 rolls, A 
6 double stands 6x20 rolls, Williford. 
6 single stands 10x24and 9x24 rolls, Stevens. 
5 steam plants complete, from 15 to 50 h-p. 
500 to 1,000-bu hopper scales, Fairbanks. 
Belting, shafting, aw. purifiers, grain 


cleaners and re 
8. G. NEIDHARDT, 
110 Fifth Ave. 8., Minneapolis, Minn. 














Machinery and Supply Bargains. 





When in the market for motive power, it 
will pay you to consult our list. Get fur- 
ther information on the following: 








No. wil—1 22x40 Allis tand pound d 
ine. 





2 
Self-Raising Flour 
8 
Acid 
For Prepared Flours, 
Baking Powders, etc. 
An experience of 40 years in 
the manufacture and use of this 
article warrants the claim that for 


Purity, Uniformity and Sta- 
bility our product has no equal. 


We use no alum, terra alba, am- 
monia, nor other foreign sub- 
stances. 


Correspondence solicited. 


Rumford Chemical Works, 
Western Branch, 6 Rush St., Chicago. 














[Richmond City 
.« Mill Works, 


FLOUR MILL MACHINERY, 
Richmond, Indiana. 





U CAN FIG- 
ure aprofit on 
every Monitor 


Machine after the 
first year. Com- 
plete list and de- 
scriptive matter a- 
bout G 
a eee ike free. 
eo 

Silver Oreek, N. ¥. 








LEADING G MAKERS “DEALERS 











BENJ. F. HORN 


DOEALER 


|STAVES, HEADING, HOOPS sai COOPERS’ TOOLS. 


THE ST. LOUIS BARREL HEATER. 


Mills at DEMOPOLIS, ALA. 


202 Railway Exchange, ST. LOUIS. 


Correspondence solicited. 





The Northwestern Cooperage & Lumber C0., 


MANUFACTURERS OF AND DEALERS IN 


STAVES, HOOPS 


AND HEADIN G, 


GLADSTONE, MICH. 


BRANCH OFFICE, 603 GUARANTY SBLDG., MINNEAPOLIS, MINN. 
Telephone 1092. 


.{ Gladstone, Munising, 
Mills at: { Iron River, Escanaba, } Mich. 


SHIP TO ANY TERRITORY. 








TINDLE & JACKSON, 


MANUFAOTURERS OF 


HOOPS, STAVES, 
Migpoapolis, Minn Loan Bidg., 


ew Agt. Tel. 1092. 


Mills at 8 Mich, 
mageeped Mich, 
Gaylord,........ Mich. 


Alba.. 
Nessen’ City... hoses "Mich, 


HEADING. 


Also Hard-Wood Lumber and Broom-Handles 
Quali 


ty Second to ‘None. 


Address Main Office, BUFFALO, N. Y. 





E, HENNING, 


154 Lake St., CHICAGO, ILL. Write for 


Dealer in all kinds of FLOUR, SUGAR 
AND OATMEAL 


Barrel Staves, Heading and Hoops. 





prices. 


HOOPS 
hee one mented by the best coopers, 


STAVES 
Carey stock have no 


ose Ui 
eioke” on “their barrels. 
The Carey Hoop Co., Harbor Springs, Mich 


“MILL SHOALS COOPERAGE CO., 


MANUFACTURERS OF 


STAVES anv HEADING 


Flour Barrel stock a specialty. 
Largest output and best quality made 
in Illinois, 


MILL SHOALS, WHITE CO., ILLINOIS. 





We will send, with- 
SAMPLE out ey upon a 


ENVELOPES oo 6 ample of 


FRE 





No wha 2 13x22x13 Westinghouse 
No. w43—2 oe Williams automatic pon Ra 
No. wi44—2 U. 8. Westinghouse bipolar generators, 80 


No. w45—2 60x16 horizontal tubular boilers. 
No. wi6—1 450 h-p. Hazleton water tube boiler. 


No. — i 

No. wi8—] 250 h-p. Hi Jocon water tube boiler. 

No. ‘Tift. Koerschell heater. 

No. 1 14¢-in. Hancock inspirator. 

No. w6l—1 1i¢eti Greonwall & po, ens’ ngine. 

No. w68—1 22x96 § Wright automatic © Gort e engine. 




















Nowit-4 Manning upsight tub “Sabular boilers, 200 h 
anning u u slog ers, “Pp. 

each. Con ing? apriche ight 21 ft.6in. 

No. w8— W. D. Gray Fag patent 5 en roller mills. 

dante el ee, 

NO, i . 

No. wi—1 Oentri gal reel. 12 fe. lo a 

No. w8—1 yy 

No. w—1 eveter boots amd a 


of 

No. wl0—1 Son buhr, 48 in. diameter, for Sour. 

No. wli—1 get of grin grinding buhrs, 48 in. diam 

No, wits, ts ts 4 Is, Stout, Mills ma sete, 4 
rolls, 

No, wl5—1 Odell relier mill, manufactured by Stilwell, 
Bierce erce & Co. 4 smooth rolls, 18 in. long. 

No, Lm) ‘A. Barnard dustless wheat separators and 

d wheat apizertece, Nos . Land 2. 
Ne int at Series, © ng, ng, Richmond City Mill Wks, 
No (tas seine mill with porcelain rolls. 


No. al Odell double roll, 9x18. 

No. w22—1 Stout 4 aompre double roll, 9x18. 

ne wae} Double break, m by Case Mfg. Co. 
w4—] Eureka brush’ Sa. 








OUR COMPLETE CATALOGUE NO. 800 
contains a complete list of all supplies and 
machinery that we handle. Write for it to- 
day. 





Chicago House Wrecking Co. 
West Thirty-fifth and Iron Sts., Chicago. 


STOP THAT SLIPPING 
HAWES’ PATENT CANVAS PULLEY COVERING. 


The best and only preventive for slipping 
belts. Saves money, power, belts and time. 
Thoroughly guaranteed, Sent on 60 days’ 
trial. Send for descriptive circular and 


prices. LOOS & DILWORTH, 











44 N. Delaware Ave., Philadelphia, Pa. 








= —_ They are mate from cloth-lined 
cimpbtasreionta ct tt ve paper 

en 
te } products, ce . seeds, 
estern 


etc. 
EBavelope Co., gptaloguen Minn. 


No Heading. 


Minneapolis coopers are temporarily 
taking all the HEADING we can 
make, and we have none to offer. 


Barron Stave & Heading Co., 
£. N. STEBBINS, Mer. Barron, Wis. 


Coopers! 


If you want first-class stock, write the 
undersigned. Deals in Staves, Heading, 
Patent Hoops and Hickory Hoops. Let 
us give you quotations. 


A. H. BARNARD, 
830 Lumber Exchange, Minneapolis. 





H. N. SAYLOR 
COOPERAGE CO., 


Flour Barrel Cooperage Stock a Specialty. 
107 South 16th St., 
ST. LOUIS, MO. 


arniga 


Black Rock Lumber 
& Cooperage Co. 


Kansas City, U.S.A. 
Get Our Prices Before Buying 








==LAW,= We give prompt, efficient, 
ceed where others fail. 
Fees very low. Referenc- 
ADJUSTMENTS. es, No: thwestern Miller or 
in Minneapolis. 
COMMERCIAL LAW AND ADJUSTMENT CO., 
Successors to Thomas Bros. Co. MINNEAPOLIS. 
P. H. GUNCKEL, 
Counselor and Solicitor in Patent and Trade-Mark Cases 
in THE COURTS AND PATENT Orrice. 


energetic service, and suc- 
COLLECTIONS, 

any bank or jobbing house 
Patents and Trade-Marks, 
748-750 Temple Court, MINNEAPOLIS, MINN. 


Staves, Heading. 


We Make Our Stock and It Recommends Itself. 
we plenty of eae stock on hand. Give 
a chance = = ~ we Can 
ahtp to any part of the country 
LIKEN, BROWN & co. 
Merrill, Mich. 


The Sutherland-Innes Co.,U* 


KILN-DRIED 


Flour Barrel Stock 


Carson City, Mich. 
Head Office, Chatham, Ont. 








Standard and Shaking Grates. 
We make a specialty for hard, soft and 
lignite coal, also wood grates. Write for 
rices. J. W. BRYAN ndry. 
orner Second 8t. and Fifth Ave. South, 
Minneapolis, Minn. 


Elm and Cottonwood. 


We have the timber, workmen and ex- 
perience to produce a superior quality 
of stawes, and with fair freights, seek the 
business of flour barrel coopers. Write 


— Louisiana Stave Works, 





Louisiana, Mo. 


WICOLLET ISLAND BOILER WORKS, 


Wu. Bros, Proprietor 


High Pressure Boilers 


Aa SPECIALTY. 


peget we work x promptly done. 
ates ed on ited Mi 
culagibenbeline cehiesnea InMEAPOLIS, MIAN. 





DRAWBACKS sure export’ sacks. 


Write for rates. 
CHAS. E. & W. F. PECK, 
38 William Street. 





NEW YORE. 


Reviews of the Trade ay 
Reports ..... . | 
Statistics ... ay 
| 
- J 


Facts for Reference and 
Other Information . 





Contribute to make the 
coming Holiday Num- 
ber the Year Book of 
the Trade. 
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¥; PADIN.G QREASTER NIE BAILS F 


EXPORT OFFICE, 


Association of Eastern Millers, “‘Wites tiv, ps, u.s.t 


(Organized under the auspices of the Pennsylvania Millers’ Association.) 


W. J. YEAGER, President. CHOICE WINTER WHEAT FLOUR, 


- J. B. MAUSER, Treasurer. 


Asuxx MrvEx, Secretary, Also Spring Wheat Patent and Corn Products. 


Mills in PENNSYLVANIA and MARYLAND. 
Cable Address; “BEWAKEN,” Wilkes Barre, Pa. FLOUR DELIVERED FROM MILL TO STEAMER IN 48 HOURS. 


uw, or me CAMELLIA MILLS ©" enuss 


PLANT Is receiving the highest enconiums from authorities competent, through ex perience, to give an opinion. Camellia suas 
corn goods are growing in favor In all the markets of the world same as the fk ours the CAMELLIA MILLS produce. 
Fifty years of reputation and matchless popularity behind every product, 






































PITTSBURGH MILLING Co., 


DIRECT CORRESPONDENGE sonics co moet every trade exigency promised and guaranteod, fcr rane Mgt 
. Seg] (CATARACT CITY MILLING COMPANY,  #ttitaimcs 


m a f] R Maunfacturers of the Highest Grades of 
tie ; 


I MSs A . Hard Spring Wheat Flour. 


* 2 eT ESE. veagee. NIAGARA FALLS, N. Y. 














PRINGAATLAN NORAD ay 

KK Se7ir FOO OIC fer | 
geen QUALITY - UNIFORM "| PHILADELPHIA MILLS CO., = 
GCEAN SILLS OF LADING® y SPRING AND WINTER WHEAT FLOURS 


FOR ALL THE MARKETS OF THE WORLD. Location at seaboard guarantees quick shipment. 
OPE a DRED DEAS ve e A| & Open for’ all foreign markets. We Write us, PHILADELPHIA, PA. 
A aw, 








Pennsylvania Milling and age Co., 


m"towres et FLOUR AND FEED, “ane, 


Seaboard date of shipment guaranteed. 








eH JERSEYCITYMILLING (0. 

Our Export j/SiSare@na ening 
Trade 2 
Increasing 


Urban Milling Co. ““3:"* 


Proprietors of the.... 
URBAN ROLLER MILL 


.- THE ELECTRIC FLOUR MILL.... 


Millers and Shippers of Buffalo, N. wu 
Flour, Feed, Grain, etc. U. S. A. 


'\ 
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We want 
Winter Clears 
and Extras 





SEABOARD Stilpigg, 








United Mills Rathbun-Sawyer Company, 
Export Co. °9 ONEIDA, NEW YORK, U.8. A. 


Manufacturers and Exporters of 

> 68 Broad St., New York. |. Winter Wheat Flour, 
Buckwheat Flour, 

Granulated Cornmeal. 


Cable Address: “SAWYER, ONEIDA.” 


PATAPSCO 
FLOURING MILLS 


ESTABLISHED 1774. 
126TH YEAR. 
Grind the cream of the very best selected 
wheat. 


PATAPSCO 


SUPERLATIVE PATENT H. C. SCHWALL, |JOHN KISSOCK & CO. 
The merit of absolute purity. FLOUR 
to give quick dispatcs to all foreign porta. AND CEREALS. UTPORTERS. 


6. A GAMBRILL MFE. C0. Operating domestic and foreign markets. 
saeceueens, 501 Park Bidg , Pittsburg, Pa. 93 Wall St., 21 Mincing Lane, 


BALTIMORE, U. S. A. Correspondence solicited. NEW YORK. LONDON, E. Cc. 





CROSSE BC OSES Abroad bbbo ah bob hh 


roe 000000600000 
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BUCK WHEA 


New crop THE 


flour ready 
about 
October Ist. 


227 Produce Exchange, NEw YORK OIry. 
Address communications concerning domestic four to Cohocton, and 


FLOUR 
ano GRAIN, 


LARROWE MILLING COMPANY, 
ConoorTon, N. Y 


export flour and grain to New Yor 





BUCKW HEAT 


BSOLUTELY PURI 


LARGEST 


ARANTEED 





MILEERS AND SHIPPERS IN 


PENNSYLVANIA. 


H.J.ALINGLER AND CO. 


PA. U.S.A. 


LEVAN & SONS, sitters ot #0 


WINTER WHEAT, 
Lancaster, Pa., U.S, A. 


Location ~ hours from seaboard, and 
ocean bills of lading furnished. We grind 

the best home-grown wheat. Open for for- 
eign and domestic trade. 


BUTLER, 

















Location Insures Prompt Seaboard Shipment. 


Miner-Hillard Milling Co. 
Mitiers ot CORN PRODUCTS 


for foreign and domestic trade. 
Grits, Meal, Flakes, Corn Flour, Granulated 
Meal, Corn Feed. Prompt attention given 
to requests for samples and quotations. 


Wilkes Barre, Penn., U. S. A. 





ONEONTA MILLING €0., 


EXPORTERS OF 


PURE RYE FLOUR, 


ONEONTA, NEW YORK. 
Send for samples. 


Brewers 











THE 
KA) 66 EURE kK A” 
—_ DRYER 
CONDITIONER. 


Unequalled for drying damp wheat 


automatically. 
We manufacture 


system of automatically WASHING, 
DRYING AND CONDITIONING 
WHEAT, the only successful system 
for treating dirty and smutty wheat. 


We are the sole 
the celebrated ‘‘EU 


WHEAT SCOURERS, 
SMUTTERS AND 
SEPARATORS, 
BUCKWHEAT AND 
CORN CLEANERS, 


and full line of automatic 


PACKERS. 





The S. 


Established 1856. 

















the ‘“‘EUREKA”’ 





Write 
for 
Complete 
Estimate. 






manufacturers of 
REKA”’ 






cevine 

























Howes Co., 


‘«‘Eureka’’ Works, 
Silver Creek, N. Y. 





Represented by W. E. Sherer, Room 5, Chamber of Commerce, Minneapolis, Minn. 
Duplicate parts for all “Kureka” machines built, from the time of Howes, Babcock & Uo. 


in 1856, until the present time. 





‘The Blue-Corn 


Witch, »? by Charles F. Lummis; a most interest- 
ing story, superbly illustrated by May- 





nard Dixon will appear in the Peerless Holiday Number. 

















Millers’ and Manufacturers’ 


INSURANCE 6CO., 


MINNEAPOLIS, MINN. 


See Rew e mend ease rece cesses 


1,182,829.86 
Dividends Paid Since Organization. 159,191.24 
BOARD OF DIRECTORS. 
G. W. VAN DUSEN, G. W. Van Dusen & 
» Grain. 
JUDGE M. B. KOON, Koon, Whelan & 
Bennett, Attorneys. 


FRED. 0. VAN DUSEN, Van Dusen-Har- 
rington Oo., Grain. 


E. R. BARBER, Barber Milling Oo. 
J. O. YOUNG, Real Estate and Loans. 
O. B, SHOVE, President. 

F. S. DANFORTH, Secretary. 





MICHIGAN MILLERS 


MUTUAL FIRE INS. CO. 
OF LANSING, MICHIGAN. 


20 YEARS Successful Business. 
Assets - - - ~- $650,000.00 
Losses Paid - - 550,000.00 
Net Cash Surplus 220,000.00 


50% DIVIDENDS PAID %% 


INSURES 
FLOUR MILLS AND ELEVATORS. 






MILLERS’ MUTUAL 
FIRE INSURANCE Co. 


OF CANTON, OHIO. 


Insure only Plouring [lills, Grain Elevators and 
Warehouses. 


A THOROUGHLY MILLERS’ COMPANY. 
Gross Premium Notes ..........++..-- $651,042.95 
Gross Cash Assets. ...........0..e000. 247,888.85 
Net Cash Assets.. - 202,239.44 
Fire Losses Paid... 355,000.00 


Dividends Rebated to Poliey- holders 247,000.00 





inne cheerfally farnished upon appli- 
WH. H. CLARE, Secretary. 


INDIANA MILLERS 


wuTuALFIRE INSURANCE company 


OF INDIANAPOLIS, IND. 





JAN. 1, 1900. 


GeOG- BAGO. oncesacescescsdecccecccs $482,469.89 
Surplus to Policy Holders ......... 468,361.10 
Dividends Paid Policy Holders... 152,416.09 


PURELY MILLERS 
PURELY MUTUAL 
A liberal policy issued. 


Losses paid when adjusted and NO DISCOUNT 
demanded. Address, 


EB. EB. PERRY, Secretary. 








Mill Owners Mutual 
Fire Insurance Co. 


Organized 1875. OF IOW. 
Furnish reliable insurance . E ees half the 
rates charaed by stock com 

Suarp, Sec’y, ‘Moines, Towa. 





MARINE AGAINST 
INSURANCE tks. 
THE GALE AGENCY, 
Minneapolis, Minn. 





ee tnd Gn utr lan 


Wet 
Available Assets... “Three and Three-Quarters allie Be Dollars, 


HENDERSON BROTHERS, Gen’ Western Agents, CHICAGO. 


FIREMAN’S FUND INSURANCE COMPANY 


att SAN FRANCISCO. 





-MARINE INSURANCE 
ON FLOUR 
AGAINST ALL RISKS. 

















Chas. E. & W.F. Pe 


ORIGINATORS OF THE OBL- 
BBRATED FORM OF.... 


Fire Insurance. ° 





Ne. 58 William St., NBW YORK, N. Y., 
gy Nos. 1115-1116 Royal ins. Bidg., CHICAGO. 


MARINE INSURANCE 


(Copyrighted) Covering Shipments of Flour Against ‘‘All Risks.’’ 


Now Used by the poe of ie Se and Endorsed the 
ow Leading Exporting a try by 


ceptional Facilities for the Prompt 
ae! Merchandise, 


¢ Insuring of Flour or 


while Stored * Terminals or Elsewhere. 


NDENOB SOLI 








MILLERS’ 
INDIVIDUAL 
UNDERWRITERS. 














KANSAS CITY, MO. 


Strictly first-class fire insurance, confining 
its acceptances only to flour mills finan- 
cially strong, of superior construction, and 
favorably located. 


‘‘ALL RISKS”? MARINE INSURANOE. 





Conveniently located to the rT. eatentetn, 
American plan, $2.50 to $4.00 per d 





The “WEST SUPERIOR,” 


LAND & RIVER CO., Proprietors, 


WEST SUPERIOR, WIs. 
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MORE> 
GOOD. 


The Beall Wheat 
Steamer is a ma- 
chine that will do 
you more good dur- 
ing the coming cold 
weather than any 
other machine in 
yous mill. It will 
enable you to make 
nice separations,and 
your flour will be left 
pure and white. It 
relieves all worry 
about the bran. 
That is why you 
ought to try one 30 
days. 

































The Beall Improvements Co., 
DECATUR, ILL. 


























WELL DRESSED ROLLS 


1 




















Are necessary to do good milling. 

Send us your rolls to be re-dressed. 

We guarantee satisfaction. 

We sell Bodmer’s Old Reliable Bolting Silks, 
the best made, as well as all other furnishings used in 


flour mills. 
WILLFORD MANUFACTURING CO., 


303 South Third St. MINNEAPOLIS, MINN. 
























P Peerless 
Holiday 
Number. 





ONE DAY 


LAST WEEK 
we booked orders 
for sp:ce in our 


HOLIDAY 
NUMBER 


from 


ST. LOUIS, MO., 
PARIS, FRANCE, 
GLASGOW, SCOTLAND, 
LIVERPOOL, ENGLAND, 
ANTWERP, BELGIUM,, 
MINNEAPOLIS, MINN, 
CHICAGO, ILL. 


and STILL 
THEY 
COME. 


The FAWE of the 
HOLIDAY 
NUMBER 


has reached to the 
ends of the earth. 











Address for space, 


THE NORTHWESTERN MILLER, 


MINNEAPOLIS, 
or any of its Agents. 
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Our Latest 
Special Machine— 


™-Eberwein 


“QQ” 
Dust 


Collector. 


You Are Sure To Like It. 





Our Agent, 
MR. L. S. HOGEBOOM, 
of Minneapolis, 
will be glad to explain its 
various good points. 


Our Machines 
are strongly built, do the best 
of work, and are reasonable 
in price. 





SOE AE SS 


Our Other 
Special Machines— 








The Mitchell Scroll Mill, 

The Rotary Scalper & Grader, 
The Holt Dustless Purifier, 
The Cyclone Dust Collector, 
The Morse Round Reel. 


LARS 5 














The Knickerbocker Co., 
Jackson, Mich. 


W. & J. G. GrEzEy, Toronto, Ont., builders of the Mitchell Scroll Mill 


under Canadian Patent. 


L. 8. HoGEBooM, 309 Third St. S., Minneapolis, Northwestern Agent. 











Meshes regular. 


Special, Extra Heav 
Other 





- SCHINDLER 


Threads well twisted and uniform. 
Bolts freer and lasts longer than other cloth. 


GAUZE, for Plansifters and 
ibrating Machines. 


STRONG & NORTHWAY MFG. CO., 
IMPORTERS, 


Minneapolis, Minn. 


BOLTING 
SILKS 




















PICKS. 


Do You Use Them? 
If So, Try Ours. 


send our Mill 
Picks to allresponsible 
firms, and to those 
sending good reference 
on 80 to 60 days’ trial, 
and warrant them to be 
SUPERIOR to any make 
of Mill Picks in the 
world. Ifnot found to 
be such they can be re- 
turned to us and we will 
pay all express or 
freight charges to and from Chicago. 

Owing to the fact that our Mill Picks are 
made from a steel manufactured expressly 
for Mill Picks,we can assure our patrons that 
they are getting the BEST Pick that can 
possibly be Eeaaeed, 

Old Picks Dressed, are 
will be sent on 80 days’ trial. 
_ References furnished from all parts of the 
United States, Canada and Mexico. 

Drop us a postal and we will send you our 
Ciroular and price list, free. 


JOHN C. HIGGINS & SON, 
167 W. Kinzie St., CHICAGO, ILL., U.S. A. 


MLL 


We 












warranted, and 








JEFFREY S8¢ 





MACHINERY, 


NEW ILLUSTRATED 
CATALOGUE 
NOW READY. 


SEND FOR COPY. 


ADDRESS, 
THE JEFFREY MFG. CO,, 


COLUMBUS, OHIO, 


U.S.A 
41 Dey St. 


California 


via the 


Northern 
Pacific-Shasta 
Route 


this year and see the 
BIG MOUNTAINS 
on the way. 

A TOURIST SLEEPING CAR 
runs between St. Paul and 
SAN FRANCISCO 
regularly ONCE 

each week. 

Call on any Northern 
Pacific agent for rates 
and information. 

Send Chas. S. Fee, 

St. Paul, Minn., SIX CENTS 
for WONDERLAND 1900. 





GOING TO CALIFORNIA? 
Our Upholstered Tourist Cars Are Best 


170,000 pass- 
engers carried 
in 19 years, 
and all of 
them pleased! 
Jealous imi- 
tators have 
started rival 
lines, but they 
lack the facil- 
ities and ex- 
perience of 
the Pioneers in the tourist car business. 
The Minneapolis & St. Louis Railroad 
runs elegant upholstered tourist cars to 
California points without change, leay- 
ing St. Paul 8:00 p. m., Minneapolis, 8:35 
p. m., every Thursday via Omaha, Den- 
ver and Salt Lake—the Scenic Line. 





On October 30, and each succeeding 
Tuesday, we will run an additional car 
via Kansas City and the Santa Fé Route, 
no altitudes, no snow, no Sunday travel. 


Time is less than FOUR DAYS. 
Through sleeping car berths only $6.00. 


For information as to ticket rates or 
berth reservations, address A. B, Cutts, 
General Passenger and Ticket Agent, 
Minneapolis & St. Louis Railroad, Min- 
neapolis, Minn. 


Send for descriptive matter. 





Cbiasvailen 
Club Cars 
Like This With 


CAFE SERVICE a la Carte. 














ON THE 


Twilight Limited 
Twin Cities 








TO 
Superior and Duluth. 


Connection at SPOONER FOR ASHLAND, WASH- 
BURN and BAYFIELD. 

. {Tlinneapolis, 413 Nicollet Avenu® 
OFFICES : {se Paul, 382 Robert Street. 





EDITORIAL COMMENT 


The Pioneer Limited 


‘tNothing richer has ever been pro- 
duced by any railroad.”’ 
—St. Paul Pioneer Press. 
‘tIt’s a world beater,”’ 
—St. Paul Globe. 
'tThe ‘best thing’ the railroad worlp 
can produce,”’ —St. Paul Dispatch. 
‘tProminent and discriminating peo- 
ple marvel atthe creation of elegance 
and comfort wrought by modern car 
builders.”’ —Minneapolis Tribune. 
‘*The PIONEER LIMITED stands today 
refect in construction, gorgeous in 
nish and the acme of luxury and com- 
fort.”’ —Minneapolis Journal. 
“The closest inspection bewilders 
and takes the breath away, for the mag- 
nificence and beauty of it all is simply 
tremendous.’”” —Minneapolis Times. 
The PIONEER LIMITED leaves Minne- 
apolis at 7:30 and St. Paul at 8:10 every 
evening in the year for Milwaukee and 
Chicago, via Chicago, Milwaukee & St. 
Paul Railway. (No extra charge on 
this train.) 
For tickets, berths or information, ap- 
ply to any ticket agent, or address, 
J.T. CONLEY, 
Ass’t Gen’! Pass. Agt.. 
St. Paul, Minn. 








MOBILE & OHIO. 


Annual Cheap Excursion to 
The Mardi Cities — Mobile 
and New Orleans. 


Through service, quick time, good accom- 
modations. A rare opportunity to visit the 
quaint old cities of the Gulf. See your 
ticket agent for rates and routes. Be s re 
tickets read via the old reliable M. & O. 


yeperesve ear and full information. 


. Por, G. T. C. M. SHEPARD, G. P. A., 
Mobile, Ala.; M. H. BourResr, D. P. A., 361 
Marquette Bldg., Chicago, Ill 











* 644 Equitable Bldg., 
New York. “Denver. > 





Chicago, St. Louis, 
St. Paul, Omaha, 





Burlington 


Route 


Minneapolis, Denver...... United by Trains of the 








Burlington Route, 
Finest in the World. 


All Railroad Ticket Agents in principal cities sell tickets via Burlington Route. 
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WASHBURN-CROSBYS | 
PRODUCTS: | 





GOLD MEDAL FLOUR, YUCO BREAKFAST FOOD. 


WASHBURN’S ROLLED OATS, 
FIRST CLEARS, OAK BRAND (Whole Wheat Flour), 
SECOND CLEARS, FORIMEL (Fancy Graham), 





EEL ITTILEETIITIITiritiT 

















WASHBURN-CROSBY CO., 


MINNEAPOLIS, MINN. 


& Member Anti-Adulteration League. When writing us mention Northwestern Miller. 


LLL LE EEPLiPlTrirityT 
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MILLS OF THE NORTHWESTERN CONSOLIDATED MILLING CO., MINNEAPOLIS, 








wHERE CERESOTA is mane. 
GEORGE C. CHRISTIAN, New Occidental Mill Co. four. 
MERCHANT MILLER. MINNEAPOLIS, MINN. “ton mnetabaiieihita ies owe 
CORRESPONDENCE SOLICITED. Granulated Meal, Ground Feed. Sell Grain. 
Also proprietor of mills at ASHTON, S, D. and REDFIELD, S. D. | Open for all domestic markets, Minneapolis, Minn. 
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ANCHOR b MILLS 
/ SUPERIOR.USA."Y 


Member Anti-Adulteration League 





PURE GOODS. 


Rye Flour, Graham Flour, Entire Wheat Flour, 
Granulated Cornmeal, Buckwheat Flour, 


MANUFACTURED BY 


The Diamond Elevator & Milling Co. 


THE STANDARD OF HIGHEST PURITY =, ; 
SAMPLES FURNISHED L. CHRISTIAN a co. Feed Grinders. Grain Shippers. 


JAMES QUIRK MILLING CO., 


MANUFAOTURERS OF 


High-Grade Spring Wheat Flour. 


“BEST ON RECORD” is our Brand. i 
We are sticklers for Quality. Mi nneapolis. 


*® Member Anti-Adulteration League. 
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© i Established 1874. 
Phoenix Mill Co. | 
a a 


MINNEAPOLIS. 





Established in 1865. 


“PHOENIX” 


Flour is always the same and possesses an 
intrinsic quality that buyers appreciate. 


*& Member Anti-Adulteration League. 


H. H. KING & CO., 
Merchant and 
Exporting Millers, 

MINNEAPOLIS. 
a Anti adulteration League 











DWIGHTS FLOUR 
MADE AT GRACEVILLE 
DWIGHT M. BALDWIN JR... 
MINNEAPOLIS. | 


* Member Anti-Adulteration League. 


Butterfly Flour 


Highest Grade Patent. 
Florence Mill Co., Minneapolis. 


F. L. GREENLEAF, Mgr. 
*® Member Anti-Adulteration League. 


SMITH & HELM CO., 


EXPORTERS OF 


EXTRA STRONG 
NORTHERN PATENTS 
AND STRAIGHTS, 


MINNEAPOLIS. 














th “Ion key’ ” Brand of Flour. 


It is made from choice country wheat, and 
“takes” with the trade wanting something a 
little better than “leading brands.” Capac- 
ity, 450 bbls. Eastern and foreign corre- 
spondence desired. 


Morton Merchant Milling Co., 
GEO. BUTCHER, Mer. Minneapolis, Minn. 


Heart of Wheat. 


Our new plant, to be completed about 
Nov. 1, is in the heart of the hard wheat 
country and will make a flour especially 
suited for bakers and discriminating 
buyers. Write us. 


St. James Flour Mill Co., 


8. K. GoLp, Mer. St. JAMES, MINN, 





A Big “Loaf-er”’ 


WY, hy // 
ee 





“GOLDEN LION.” 


“It has no equal” in Bread-Yield or as a “‘Blender.”’ 








Milled by original, advanced methods, 
from the costliest Minnesota and Dakota 
Hard Spring Wheat exclusively. 


Bay State Milling Co., 


WINONA, MINNESOTA. 











MINNESOTA f, 
(f 


AN D 


Dyce 


FZ 

(orem 
{A Se 
4 = 


J. Tas, Ezn 

Henrik Hafstad 

Eugen Baumann 

E. T. Davies & Co....... DEE « sicecccene 
ils A. Krag —— 


or 
Elberfeld 
Gothenburg 


NG 


N 
EUROPEAN Wm. Bannister + 
mberg esta 
AGENTS _Bréderna Lindquist 


Germany. 
Sweden. 
Scotland. 
Germany. 
oe seecense England. 
Manchester England. 
Westport Ireland 


Crawford & Law 
P. Leschitzki 
Tasker & Co. 
Potter & Co 


SSS 
DULUTH /[MPERIAL MILL CO. 


DULUTH MINN. 
*MEMBER ANTI-ADULTERATION LEAGUE 


New Ulm 
Roller Mill Go., 


NEW ULM, MINN. 


PROPRIETORS OF 


EMPIRE AND 
NEW ULM 
ROLLER MILLS. 


Capacity, 800 Bbis. Daily. 
Cable Address: ‘‘ROOS,’’ New Ulm 


ooo 


Note Removal of 
Sales Department to 
New Ulm. 


° s 








*& Member Anti-Adulteration League. 














Ketzeback 
Flour Mfg. Co. 


WELLS and MAPLETON, Minn. 
Office at Wells, [inn., U. S. A. 


rr 






A new, mode! mill of 400 
bgt sg Fh a, 
er the management o 
W. H, K 


> whose 
ience in milling is 





WE WISH 


to eorrecnens with buyers of 
ood BAKERS’ AND LOW- 
RADE FLOURS, and also 
FEED in bulk and sacked. 


Eye Milling Co. 


FO.cccocce Minnesota. 


Sleep 
Sleepy 


¥*& Member Anti-Adulteration League. 





“Archibald’s Extra.” 


No flour has a better reputation for qual- 
ity. Is made in the “Old Archibald Mill,” 
rebuilt. We are open fora few favorable 
connections. 

DUNDAS MILLING COo., 








E. M.Walbridge, Mgr. DUNDAS, MINN. 

















@ 
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SE EEEELEEE EEE EEE EEE EEE EEE 
$5,000.00 Reward. 


We offer the above reward to anyone who is able to prove that our flour is manufactured from 
anything but spring wheat. 


We guarantee to use NO KANSAS or NEBRASKA WHEAT, 
or other of the softer varieties, in the manufacture of our Flour, but only the 


BEST HARD SPRING WHEAT, 


of which we will be able to procure an abundant supply, we having our own line of grain elevators in 
the best hard s set wheat promegrs S erritory in the Northwest, and which are fortunately located in 
parts of MIN TA and DAKOTA where drouth has not made itself felt. 

We also guarantee all our brands of Flour not to be excelled in quality by any mill in the world. 

If you wish Flour that produces the most and the finest bread, and a Flour that can ALWAYS be 


relied on, buy our 
GOLD COIN, SURPRISE or ELECTRICITY 


brands. Will be pleased to quote you lowest prices at any time. 


Yours truly, 
EAGLE ROLLER MILL CO., 


fe Member Anti-Adulteration League. Daily Capacity, 1,500 Barrels. NEW ULM, MINN. 
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« ‘MEMBER ANTI-ADULTERATION LEAGUE. 


~ FREEMAN MILLING (0. 
wees MILLERS Sx 


DAILY CAPACITY 
2500 BARRELS 
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WEST SUPERIOR WIS. 
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PATENT BRANDS: Best Patent. 
Telephone, Climax. 
BAKERS’: 


(GOODHUE MILL CO. a 
meoatactarers ot HIGH GRADES OF SPRING WHEAT FLOUR. 


Capacity, goo Bbis. per Day. 
No Salesmen Employed. (Cannon Falls, Minn. 


The La Grange Mills, 


” MANUFAOTURERS OF 


Member 
Anti- ‘Adulteration League. 








Dally Capacity, 1,000 Barrels. 
bw A waned correspondence with foreign and domestic 
bay RED WING, MINN. 
me Member Anti-Adulteration League. 


W. H. KETZEBACK MILLING CO., 


WELLS, MINN. 
Manufacturers of High yay Flour made exclusively 
m 


MINNESOTA HARD SPRING WHEAT. 


Strong, Uniform, Always Reliable. 


Wabasha Roller Mill Mill Company, — 3 erected 


Minnesota fa Hard Wheat Flour, 


me a ae CHARLES. Wabasha, finn. 























mer: SH Aéuterston Leage. 








CAPACITY : 


800 BARRELS. 


* Anbar 
We: Want 


A few more desirable customers on 
our “Twilight” Patent, which is origin- 
al as to fine quality as ‘well as in name. 
Samples and prices cheerfully fur- 
nished on application. Try a sample 
car. We also make Rye flour. 
The Cambridge Milling Co., 
Cambridge, [linn. 





703 
9. 


~ 


Bakers’ Brand: 


ANTOINETTE. 











Waseca, Minn. 





We have the facilities, the experience and 
good wheat. That is why 


Madison Flour 


is so popular. Send us your orders. 


Madison Milling >. 9 
Madison, 





*® Member Anti-Adulteration — 


HARD SPRING WHEAT FLOURS. |’ 





SUPERIOR 


DAILY CAPACITY 
6000 BARRELS 





THE GREAT 








YOU CAN MAKE THE WHITEST, AND LIGHTEST BREAD WITH 
A LESS AMOUNT OF THIS FLOUR THAN WITH ANY OTHER 


LAKE SUPERIOR MILLS, 


WIS. U.S.A. 


*& MEMBER 
ANTI-ADULTERATION LEAGUE 











IS A FAVORITE 
WITH THE TRADE 








Central Minnesota Power & Milling Co, 


Sauk Centre, Minn. 


MERCHANT AND EXPORTING 
MILLERS, 


We make a flour that “‘just hits’’ 
the baker. 


H. E. Brooxs, Manager. 
* Member Anti-Adulteration League. 


“DAVIDSON'S STRAIGHT.” 


The Original and ‘Old Reliable.” 
wemenees”  y BY 
WwW. B. DAVIDSON, 

CaNNON FAus, MINN, 
and domestic buyers wanting a flour 
quality should write for prices. 


Fore 
of ster! 


British Bakers! 


Do you want a nie. o. strong. uniform 

flour—something that will give you 

satisfaction? youd a peenert a whitee 

and sample of our ‘ 

to McKinnion & MoDonald. ol Hope 

8t., Glasgow. Scotland. 

Or, ALEX. 8. CAMPB 

AUSTIN, MINN., 





B.A. 





ROYAL CROWN, 


STRONG AND UNIFORM, 
Write us for samples and quotations, 


“Gold D: ww 
“Samson? Thos. Brown [lilling Co., 
“Our Daisy. ” Faribault, Minn. 


*% Member Anti-Adulteration League. 


Minnesota Flour Mill Co., 


Tlills at Stillwater, [linn. 
MANUFACTURE 


HARD SPRING WHEAT FLOUR. 


Correspondence invited. 





HIGH GRADE FLOUR 


»* 


ALBERT LEA MILLING CO., 


MANUFAOTURERS OF 


Made From Spring Wheat. 
ALBERT LBA, MINN. 


n for all markets, 
ember Anti-Adulteration League. 


5 or 6 cars per week 
for Export. 


Make us your offers. 
LAKE CITY FLOURING MILL CO., 


Cable Address: Lake City, Minn. 
“ROLLERMILL.” Riverside Code. 





SE 
N 
Sty 
On: 





WM. LISTMAN 
MILLING CO. 








F. E. Watson, 


Exporter of the 
celebrated 


“Gold Crown” 


Patent, made exclusively from selected 
hard spring wheat. Correspondence in- 


vited. 
Northfield, [inn., U. S. A. 











BRANCH UNITED STATES FLOUR MILLING CO. 


SUPERIOR, U.S. A. 


e Member Anti-Adulteration League. 


Brands: DIAMOND BLUFF, NORTHERN LILY, RIVERSIDE. 


SACKETT & FAY, 
ST. PETER, MINN. 
We desire to correspond with parties 


(foreign or domestic) in want of a firat- 
class patent or full straight, made from 

















Minnesota hard wheat. 
* Members Anti-Aulteration League. 


- THE... 


American Appraisal Co. 


of Milwaukee, Wiscensin. 
Capital Stock, - $100 COO. 





Fifth Floor Matthews Bidg.. Milwaukee. 
804-5 Park Row Bidg., New York. 





Furnish complete and accurate Invoices, 
Inventories and Plans of all manufactur- 
ing plants. 

Guaranteeing absolute proof of loss in case 
of fire. Correct data for the carrying of 
insurance, procuring loans, etc. 

No property too large or none too small for 
us to handle. Among our clients are 
some of the Jargest industrial enterprises 
in America. Pleasé send for pamphlet. 
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SEAL OF MINNESOTA 


FLOUR. 





Fix these brands 
In your mind: 


THIS BRAND IS MAKING MONEY 
FOR ALL WHO ARE HANDLING IT. 


NEW PRAGUE FLOURING MILL CO 


NEW PRAGUE, MINN., U.S. A. 


Cable address: BEAN, New PrRaGuE. 
Daily eapacity, 2,400 Barrels. 
*® Member Anti-Adulteration League. 


Fcc. Capacity has been increased to 


uy 1,600 bbls. per day............ 
MILLING CO. : othe tt 


We want a live representative in 
\ FARIBAULT, MINN. every section of the world where FANCY CLEAR. 


Spring Wheat Flour is sold. 












They represent the highest 
standard of excellence in 
Hard Spring Wheat Flours. 








Finest Grades of 
The P Minnesota “sg 
ce Hee SEYMOUR CARTER, 
I ng *9 THE GARDNER MILL. HASTINGS, MINN. 


oe.” * Member Anti-Adulteration League. 


.... Winona, Minn. 
+ Momber Anti-Adulteration League. 














Please apply for it to our Agents, 
and see that every yard is bearing 


DUFOUR BOLTING CLOTH |=" 


35 So. William St., NEW YORK. 














STILL THE LEADING AND BEST BRAND ON THE MARKET 














A.B. G. CODE. 


“f - . — 
w) ere ee iy place iedsaPcitaahel 
I VERP 
cy Z 5 
WN Fiat : . : 
es yc! 
“A te } ’ 





OLICITED. JN 


ae 





>> 
a 


MILLENNIUM FLOUR 


Won the 50-Guinea Cup—English vs. Hungarian—at the London International Exhibition, 1899. 





(3) 
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RUSSELL-MILLER MILLING CO. 


if you are looking for a high-grade Patent or a first-class St: ht, you will make no 
mistake if you order it ofus. JUST BEAR IN MIND that we are located in the heart of 
the SPRING WHEAT section, and grind only No:1 Hard and No.1 Northern Wheat. 


For prices and samples address, 
w.C. HELM, Men., VALLEY CITY, N. D. 


F F. H. CHAPMAN, Man., JAME .N.D. 
2 Member Anti-Adulteration League. bates STOWN 





PETER SCHROEDER, Prop. F. G. SCHROEDER, Manager. 


Established 1881. 


GLOBE MILLING COMPANY, 


BEST MINNESOTA HARD WHEAT GROUND EXCLUSIVELY, 


Daily Capacity, 400 Bbls. PERHAM, MINN. 








Grafton Roller Mill 


GRAFTON, N.D. 
W. C. LEISTIKOW, PROP. 


Merchant and Export Miller 


We make the most Glutinous Flour 
on the market, and invite a trial of it. 
Capacity, 600 bbls. 
Established 1872. 
J. A. DUNN, Manager. 





With your other good res- 
olutions, resolve from this 
time forward to handle the 


BEST FLOUR ON 
THE MARKET. 


W. H. STOKES, 


WATERTOWN, 
SO. DAKOTA, 
will help you to ey this 






















Daily capacity of mills: 
600 bbls Wheat Flour. 

60 bbls Rye Flour. 

60 bbls Whole Wheat Flour. 
*® Member Anti- 
Adulteration League. 





BUYERS 2 518 °"6, 

BRIGHT FLOURS 
should secure samples of our product 
before purchasing. #v¢ ABERDEEN 
MILL CO., Aberdeen, S, D, st st st 


Daily capacity, 350 bbls. 
* Momber of the Anti-Adulteration League. 


Fergus Flour Mills Co, 
OTTER TAIL AND FERGUS FLOUR 
MILLS 


Capacity, 500 Bbls. 
Cash Buyers Solicited. 


FERGUS FALLS, MINN. 


% Members Anti-Adulteration League. 


Red Lake Falls Milling Co. 
MANUFAOTUREES OF 
FINEST PATENT FLOURS. 
Northern Minnesota and Dakota Hard 
Spring Wheat used Exclusively, 
rrespondence Solicited 


RED LAKE PALLS, MINN. 
% Member Anti-Adulteration League. 


ELK RIVER MILLING CO, 


W. @. BABCOCK, Manaacn, 
ELK RIVER, MINN 
Mfrs. of Minnesota’s finest Goring Wheat 


Flours, from wheat bought directly from 
the farmers. Open for all markets, 


%& Member Anti-Adulteration League. 





Sheyenne River Roller Mills. 
RUSTAD & KRESSE, Props. 
Hard Wheat KINDRED, N. D. 


FLOURS por all kinds of trade. 
Ask for samples. 





Bakers and Exporters: 


I have a new mill, located in the best 
hard wheat section of North Dakota, 
and can offera Flour creamy white 
in color, of even granulation and su- 
perior strength. Samples sent upon 
request. Correspondence invited. 


F. C. Zuelsdorf, Minto, N. D. 





We offer Bright, Strong 
Hard Spring Wheat 
Flours. 
Write for price and sample. 
Leahy-Tavis Milling Co., 


Glen Ullin and Hebron, 
North Dakota. 


HOUGEN MILLING CO., 


Dally Capacity, 200 Bbis. T. 0. HOUGEN, Gen. Mer. 
NORTHWOOD,N.D. 


Foreign and domestic flour buyers wanted 
for about thirty carsa month. Flour made 
from the famous Red River Valley Hard 
Wheat. Make us an offer on what you want. 





Exclusive Agents 


Wanted in every market wherea high 
grade of SPRING WHEAT FLOUR 
is appreciated. 


GRAIF MILLING CO., 
Write us... Lake Crystal, Minn. 


*% Member Anti-Adulteration League. 


Redwood Roller Mills, 


Redwood Falls, Minn. 


A. C. BURMEISTER, Proprietor. 





Strong Flours, 


Especially adapted for bakers 
and blending. 
Correspondence solicited. 


Missouri Valley Milling Co., 


Capacity, 450 bbls. Bismarck and 
Cable address: “Lyon.” Mandan, N. D. 


Want a market for a portion of output— 
Riverside and Robinson codes. a 


ll grades. 


BIG MILL CO. 
“BIG FLOUR” 


SHELDON, IA. 
Write us and we will convince you that it is 
the BEST ON BARTH. 


llystic [lilling Co., 
Sioux City, Ia. 


Manufacturers of flour for domestic 
and export trade from selected Da- 
kota and Minnesota wheat. 
Inquiries solicited. 


* Member Anti-Adulteration League. 















































WATERTOWN, S.D., Aug. 4, 1900. 


Nordyke & Marmon Co., 
Minneapolis, Minn. 

I hand you herewith Minneapolis exchange to pay for the 
rolls. I am pleased to inform you that the rolls are giving splendid sat- 
isfaction, and I am glad to be able to say this, as it is always more pleas- 
ure for me to praise than to find fault. The amount has not been sent 
before as I wished my superintendent to be fully satisfied as to the work- 
ing of the rolls; but he now informs me that he is perfectly satisfied that 
the rolls are all right. Mr. Mather says they are 7 fine work. Kindly 
send statement of the balance of the account and I will remit. 

Very respectfully yours, W. H. STOKES, 


(Our full line of Flouring Mill Machinery is in keeping with the high 
standard of our Roller Mill.] 


Dear Sirs: 


Nordyke & Marmon Company, 
Flouring Mill Engineers, Iron Founders and Machinists, 


Indianapolis, Ind., U.S.A. 


James Pye, srzcrat Acewr, 811 South Third 8t., Minneapolis, Minn. 
A stock of Machinery and Supplies kept on hand. 








Flour for Bakers. 


Our mill, located at Larimore, N. D., 
grinds the very glutinous wheat of 
that hard wheat country and makes 
an ideal Bakers’ Flour. Write for 
prices. 


Elk Valley Mills Company, 


ING to the great strength 
and uniformity of our flours 
we never lose a customer 

after once getting started with 
him. We are always open for 
bids. Capacity, 200 bbls. River- 
side Code and Jennings’ Tele- 
graphic Cipher. 


LIDGERWOOD MILL COo., 





BAKING TEST 








LIDGERWOOD, N.D. 2 Flour Exchange, Minneapolis, Minn. 


FOURTEENTH YEAR. 


CORRECT and detailed record and report upon the bak- 

ing qualities of samples tested in comparison with like 

grades from the largest and best mills in the world. Re- 
ports made to millers only, and upon time subscriptions, 


No Single Tests at Any Time. 
202 Washington Ave. $. MINNEAPOLIS, MINK. 
Correspondence Solicited. 





A. W. HOWARD’S 


COMPARATIVE 


REPORTS. 



















is 
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We take great pleasure in introducing our 






“Red River 2 famous 


Patent FILOUr to the trade. 


Highest quality assured. 


Made by Faist-Kraus Co., Milwaukee, Wis. 


+ Member Anti-Adulteration League. 





MILWAUKEE 
W WISCONSIN, 

















Without 


Reservation 


We guarantee this 
brand to be equal to 
any Standard Patent 
made in the Northwest. 


If you will favor 
us with your 
trade, the flour 
will prove the 
truth of our 
assertion. 





BERGER-ANDERSON CO., 
MILWAUKEE, WIS. , 


We are located on the Ohicago & 
Northwestern and the Chicago, Mil- 
8 waukee & St. Paul Railroads and at 


a Lake-rate point; therefore in a 
position to obtain the best of the Minnesota and Dakota wheat on these two great rail- 
road systems, and low freight rates. Also, owning never-failing water power here, can 
manufacture cheaply; therefore, we can sell yu HARD SPRING WHEAT FLOUR, 


excelled by none, and at low prices. — rye jouy Pp. DOUSMAN MILLING CO., De Pere, Wisconsis, 


Pure Buckwheat Flour 


We are now grinding 
Buckwheat and solicit 








CODES 


THE RIVERSIDE CODE 





your trade for Flour. lee og Heport Millar 
of the ; 
E. P. DOTY, == Janesville, Wis. 
PRICE 








KEELEY MILLING CO., 


MANUFACTURERS OF 


?URE BUCKWHEAT AND RYE FLOUR 


WYOCENA, WIS. 
We guarantee both for purity. 


We are prepared to furnish strictly ONE Copy .... $3.60 


Im lots Of 6.2... occ ce cece ce cece ce cove 00Gb. 00 CACh 
2. Ddmadhnbatteonat = 
in any quantity. Those in need of this grade es OO Oe OO Oe Oe Oe Oe eee ee eee ee ye 
of goods will do well to examine our goods © 1OD..cccccccccccccccrccccccccce 100 
before buying. Correspondence solicited. 


MAUSTON MILLING CO., 
MAUSTON, WIS. 


FOR SALE BY 


THE NORTHWESTERN MILLER, 
* Minneapouis, Minn. 





Cow ror Buckwheat Flour. 
EARLY ORDERS SOLICITED. 


BLODGETT MILLING CO., 
JANESVILLE, WIS. 


est Grinders of 
wheat and R 
In This Coutnry. 





“THilt [edge”’ is the name, Or by 


Quality the same. 
Hard Spring Wheat Flour. 
KRUEGER & LACHMANN MILLING CO., 


KINGSLAND SMITH, 


London Office Northwestern Miller, 
5 Catherine Court, Seething Lane. 
LONDON, ENGLAND. 








NEENAH, WIS. Or at any Branch Office of the 
Trade solicited. Northwestern Miller. 
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NEW YORK, PHILADELPHIA, BALTIMORE, 


(Weekly Service) (About Every Ten Days) 


TO LONDON. 


S. S. “MINNEHAHA,’’ 15,000 tons. || S. 8S. ‘“‘MICHIGAN,’’ 14,000 tons. 
S.S “MINNEAPOLIS,”’’ 15,000 tons. S. S. “‘MACKINAW,”’ 5,500 tons. 
S. S. “MARQUETTE,”’ 10,000 tons. S. S. “MARYLAND,”’’ 4,000 tons. 
S. S. “MENOMINEE,”’ 10,000 tons. S. S. “MINNESOTA,” 5,500 tons. 
S. S. ‘“‘MESABA,”’ 10,000 tons. S. S. “MONTANA,”’’ 4,000 tons. 
S. S. “MANITOU,’’ 10,000 tons. S. S. “‘MAINE,’’ 4,000 tons. 

S. S. “MANHATTAN,” 13,000 tc ns. S. S. ““MOHAWE,”’ 5,000 tons. 


The New York Service is equipped with Large, New, Electric-Lighted, Steam-Heated 
Steamers, carrying only first-cabin passengers. All cabins on deck. Thorough ventila- 


tion. 234 La Salle Street, Chicago, Ill. Guaranty Loan Bidg., Minneapolis, Minn. 
403 Water Street, more. 1 Broadway, New Yor k. 
urse Building, Philadelphia. 108 Fenchurch Street, London. 


[Micledelphra TransAtlantic 


_ bal? “FP 4 [NES ed oe 
DIRECT SERVICE BETWEEN 
PHILADELPHIA and LONDON. 
PHILADELPHIA and BRISTOL (via Avonmouth). 


Operated in connection with the Philadelphia & Reading Railway Company 
and its connecting lines. 


New, First-Class, Modern Steamers: 





























Steamship ‘‘WEST POINT’’....... 7,500 Tons Steamship ‘‘PLANET VENUS’’...7,000 Tons 
Steamship ‘‘MONTAUK POINT’’..7,500 Tons Steamship ‘‘PLANET MARS’’....7,000 Tons 
Steamship ‘‘CROWN POINT’’..... 7,500 Tons Steamship ‘‘TROJAN’’............. 6,000 Tons 
Steamship ‘‘EAGLE POINT’’......7,500 Tons Steamship ‘‘EAST POINT’’...... (Building) 


Steamship ‘‘NORTH POINT’? (Building) 
Direct Deliveries from Cars Through Covered Piers to Steamers. 
CHAS. M. TAYLOR’S SONS, [igrs., 


OFFICES, 455, 456, 457, 458 Bourse Bldg, 
Philadelphia, Pa. 


Agents: 
OONDON—Simpson, Spence & Young, 
1 Crosby Square. 
BRISTOL— Mark Whitwill & Son. 
CuiIcaGo—Jas. P. Robertson, 2&4 Sherman Bt. 


es UNITED STATES 












The 


SATPPINEI << ComPanyY 
FLOUR SHIPMENTS A SPECIALTY. 


Regular sailings from Newport News to Hamburg, Rotterdam, 
Amsterdam, Antwerp, Glasgow, .Bristol, Leith, Dublin, Belfast, 
Hull, Manchester and other European ports. Cars of flour are 
run into covered piers alongside and unloaded direct to 
steamer. For further information apply to any of the agents 
of the Kanawha Despatch. 


THE UNITED STATES SHIPPING CO., Produce Ex., New York, WN. Y. 


hesapedie & Vee 
















The following first-class steamers are ap- 
pointed to sail between Newport News and 
London weekly, Newport News and Liver- 
pool every ten days. 


RAPPAHANNOCE ...........0000: 6,000 tons 

TSIeb}) EAE cccccccosccscccdsece 6,000 tons 

SESE WE MED 6kb 6 des céccccccesancadis 6,000 tons 

METORATOUES 200s cccscceccccsaeses 5,500 tons 

For freight, etc., apply to CRO PE © ccvcccccccccsscics 5,500 tons 
FURNESS, WITHY & CO., Ltd., Agents, GREENBRIER..............2...++ 5,500 tons 
360-61-62 Produce Exchange, NEW YORK. KNIGHT ERRANT .............0++ 10,000 tong 


Or, L. FRINK, Agt. Kanawha Despatch, Minneapolis, Minn. 





Shipments to IRELAND 
should be routed via 


HEAD LINE 


G. HEYN & SONS, Belfast, Managers. 
REGULAR SAILINGS TO BELFAST AND DUBLIN 


From WEW ORLEANS & GALVESTON. 


THAMPTON 
L+SW RY — OCK S ENGLAND- 


Sou 








One Hour and Forty Minutes from London (Waterioo). 
Position and Facilities Unrivalled. 


. . Double Tides; high water four times every day. 
From MONTREAL & ST. JOHN, i. B. (winter) Never less than 28 t.alongside New Ocean Quays. 
Special through rates to all parts of Ireland,| Stores, fitted with the most modern se lian- 
aiso to east coast of Scotland and England. ces, have been provided for the Grate, and F wed 

<< m 
REPRESENTATIVES. aa provided capable of dealing with 200 tons 


ain per hour, either from ship lighter or 
of way car, and every convenianen ¢ an 


New Orleans, Ross & Heyn. 
facility 
is offered to shipowners and mercha 


Galveston, J. Merrow & Co. 
Kansas City, R. W. Lightburn, Jr. 
Chicago, John T. Sickel. 

Montreal, McLean, Kennedy & Co. 


JOHNSTON 


Fast weekly service, steamers sailing every Thursday. 


BALTIMORE to LIVERPOOL. 
PURITAN LINE—Baltimore to Antwerp. | DONALDSON LINE—Baltimore to Glasgow. 


Steamers sail weekly in winter, 
Steamers sail regularly every ten days. and every ten days in summer. 


WILSON LINE—Baltimore to Newcastle. | pryE CROSS LINE—Baltimore to Havre. 
Steamers sail monthly. Steamers sail every three weeks. 


Flour carefully handled in canvas slings and forwarded expeditiously 
by the above lines. 


WM. JOHNSTON & CO., Ltd., PATTERSON, RAMSAY & CO., 





NEPTUNE LINE. _ ssttwectintm.™ 


Baltimore to Rotterdam. 


Steamers load at B. & 0. R. R. Covered Pier. 


J. F. UPHAM, Western Agent, DRESEL, RAUSCHENBERG & CO., 


a18 La Salle St., 
CHICAGO, ILL 


WILSON LINE. 











HULL. (Sailing Saturdays.) NEW YORK. 
IDAHO, 10,000 Tons. BUFFALO, 6,000 Tons. COLORADO, 6,000 Tons. 
CONSUELO (new, twin-screw) 10,000 Tons TORONTO (new, twin-screw) 10,000 Tons. 

HULL. (Sailing Every Alternate Saturday.) BOSTON. 

HINDOO, 6,000 Tons. OHIO, 5,500 Tons. SALERNO, 4,000 Tons. 
Send for Wilson Line Handbook and List, sho Ports to which cargo is booked via Wilson 
Line connections from Hull. Direct service to nearly 100 Ports in Denmark, 
Norway, Sweden, and, e 

JAS.P. wee Gen’! Western . SANDERSON & SON, 22 State St., New York. 

and 4 Sherman St., Chicago. Chamber of Commerce Bidg., Boston. 
To BELFAST and DUBLIN, 

From BALTIMORE, MD. 

The following first-class steamers make 

regular sailings: 
“LORD DUFFERIN”......ccccccees 7,000 tons 
“LORD CHARLEMONT”.......... 5,000 tons 
“LORD i ys 5,000 tons 
“LORD LONDONDERRY”......... 4,200 tons 
of ED “woe. edecccceoces Soe — 
PTETT TTI TTT TTT Tt 8 
c a. a Oa and other steamers as required. 





Through Bills of Lading issued to Various Points in ireland. 


The Atlantic Transport Co., Agts. 


THE COSMOPOLITAN SHIPPING CO. 


Cosmopolitan Ine 


PHILADELPHIA. 
ROTTERDAI1--AFISTERDAI1--LEITH. 


(Dundee-Aberdeen) 
Steamers load and discharge at Philadelphia & Reading Ry.’s covered piers. 


234 La Salle St., Chicago. 

108-9 Water St., Baltimore. 

412 Guaranty Loan Bldg., 
Minneapolis. 
















8.8. HILLTARN. Gen’! A ILADELPHIA. 
8. 8. HILLTAR Peter Wright & Sons, ste. { Rta omic. 
8.8. BIRCHTOR. John B. Barie & Co., General Western Agents, Chicago. 

8. 8. ARCHTOR. Hadie & Pieters, Agents, Rotterdam-Amsterdam. 

8.8. HANSEAT. Henderson & [icintosh, Agents, Leith. 





ROYAL MAIL STEAMERS. 


TUNISIAN ....10,576 tons—Twin-screw. 
RAVARIAN. .10, $76 tons—Twin-screw. 
CORINTHIAN. 8, 000 tons. 
SICILIAN..... 8, 000 tons. 

ONTARIAN ... 7,000 — 

PARISIAN.... 5,500 t 


82 steamers, segregating 14, 545 tons. 

St. Lawrence Route— Montreal service 
weeklv sailings to LIVERPOOL, LONDON and 
GLASGOW. 

Portland winter service, weekly to Liver- 
pool and Glasgow. 

Boston service, fortnightly to Glasgow. 

Philadelphia service, fortn’tly to Glasgow. 

ALLAN STATE LINE 

New York service, weekly to Glasgow. 

Strict attention given to the forwarding 
of all import and export cargoes. 

Superior passenger accommodation. Sa- 
loon, second cabin and third-class by the 
Liverpool services from Montreal and Port- 
land, and also by the New York service. 

For further particulars apply to 


EOWARD FRANCIS, H.4&A. ALLAN 
‘| Western Agent, or 


FIRST-CLASS STEAMERS. 


Service, New York to Antwerp 


Weekl e 
onthly Service, Philadelphia to Antwerp 


Semi- 
Special attention given to Flour Ship- 
ments. At Philadelphia cars run on covered 
piers alongside steamers. Flour discharged 
directly from cars to steamer. 
sitesi NAVIGATION COMPANY 
305 and 307 Wainut St., PHILADELPHIA, PA. 
For further information apply to 
W. BE. LAWRENCE, Chic 
Western Genera! Freig 
SAMUEL BETTLE, Philadelphia, 


o, Ill., 
t Agent. 














nts. 
ofee articulars can be obtained of Fir. JOHN 
Docks and Marine Su 


rintendent, 
Toronto, F. C. Thompson. pe lh CHAS. J. OWENS, Gen’) Mar. 


General Freight Agent. 174 Jackson 8t., cuicaco. MONTREAL. 
W | SCO N gy N It gives special attention to QUICK 
Flour for eastern and export SERVICE IS 
R RAILWAY shipment, and insures prompt ITS STRONG 
Cc E N T A L co. delivery at the seaboard. POINT. 
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Holland-America Line. 
Flour delivered at New Yorkand New- 
direct from cars to steamer REGULAR 


tee shipment of | SAILINGS. 
8, if so contracted, or 
promptly after reaching seaboard. 


REGULAR SERVICE BETWEEN 


ROTTERDAM port News 
NEW YORK.........4 AMSTERDAM 


ROTTERDAM 
NEWPORT NEWS.. AMSTERDAM 


through covered piers. 


This line will 
flour on fixed 


Fast Twin Screw Steamers, 8,800-12,500 tons. 


Apply to: 
' D. J. DONOVAN, 240 La Salle 8t., Pesenge. In. 
Co., Annex Produce Exchange, 


HIPPING Co., Annex Produce 


FUNOH, EDYE & 
New =. 

UNITED 8ST. 
Exchange. Ni New York 


HOLLAND-AMERICA LINE, 
39 Broadway, New York. 
86 La Salle St., Chicago, Ill. 





F. Benemelis Steamship Line. 


GALVESTON 


. 


Regular Sailings from Galveston to Havana, and to other Cuban ports as cargo 
offers. Flour and Grain especially solicited. 


B. DURAN, . 
32 .. Havana, Cuba. 


CUBA. 





Rates furnished on application. 
F. BENEMELIS & CO. 
Gal 


218 La Salle St.. 


Johnston Line. 


Flour carefully handled and stowed, 
and special attention given to prompt 
movement from seaboard. 


WM. JOHNSTON & CO., Ltd., 
102-104 Chamber of Commerce Bldg., BOSTON 


208 Railway Exchange Bldg., 


From BOSTON 
to LONDON. 


CHICAGO 
8T. LOUIS 





“The Miller of 
To-day.” 


A full page illustration from life 
showing a modern mill-opera- 
tive engaged in his daily work. 
A strikingly natural picture. 
Every miller who sees it will 
want to have it framed. Drawn 
by Frederick De F. Schook for 
the Peerless Holiday Number. 





veston, Texas. 





Ple kh WARQURT Th 
Railroad and Steamship Lines. 


Milwaukee and Manitowoc to all points in 
Michigan, Ohio, Pennsylvania and the East. 
Largest car ferries in the world, and four 
splendid passenger ane freight propellers 

the year roun 

Great outlet for the Soeater Northwest. 
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Years 


Experience 


In Making 
Perfect Bags. 


We started making bags forty- 
two years ago, and have been at 
it ever since. Each succeeding 
year has brought us an increase 
in business. We make four times 
as many bags as any other man- 
ufacturer. 

There is reason for all this. We 
have always made strong, honest 
bags—better bags than other peo- 
ple have made—and the name of 
BEMIS on a flour sack has be- 
come a guarantee of its superior 
excellence. 

We have been constantly in the 
lead, always studying the mill- 
ers’ changing needs and desires. 
In the long run you’ll save mon- 
ey, time and worry by always 
using Bemis Bags. 


BESS BRO. BAG CO., 


St. Louis, Indianapolis, Boston, Minne- 
apolis, Omaha, West Superior, Galves- 


ton, New Orleans and San Francisco. j} "%& 













MANUFACTURERS 


BAGS ROPE & TWINE™ 


fIMPORTERS OF BURLBE-7§ 


Sree neers — 








7 B. FR. GUMP, 


DEALER IN 


FLOUR MILL MACHINERY, 
DUFOUR BOLTING CLOTH. 
53 South Canal Street, 


Rolls Reground and Recorrugated ' CHICAGO. 


with Dispatch. 





W. A. SooTT, President, Duluth, Minn. 
R. L. MoCoRMIOK, Vice-Pres’t, Hayward, Wis. 
A. D. GOODMAN, Sec. and Treas., Duluth, Minn. 


























Essmueller-Heyde Mill Furnishing Co. 
MILL BUILDERS AND MACHINISTS, 


605 South Sixth Street, ST. LOUIS. 





“The Wa 


Painted 
reproduction. 


°my 99 
to the Mill, a pastoral scene of great beauty. 
or the Holiday Number by John W. Norton. 


Half-tone 





FLOUR. 
Duluth Universal Flour will be UNEXCELLED. A better 


flour will not be made by any mill =———=——_——=—___—=—=———— . in the 
northwest— BAR NONE. Duluth Universal Flour will be made under the per- 
sonal supervision of W. A. SCOTT, who has been identified with the leading mill 
at the Head of the Lakes for wt eleven years. Our New Mill will be read 
to turn out flour about Oct. 15. If you wish to handle a flour that will be a credit 
to you as well as to ourselves, we shall be pleased to make you quotations. 


DULUTH UNIVERSAL MILL CO., 506-508 Board of Trade, DULUTH, MINN. 


. 








ALL THIS TALK 


About mixtures of hard winter and 
spring wheat flours can be defi- 
nitely determined by proper tests. 


THE CHIDLOW INSTITUTE 


OF MILLING AND BAKING TECHNOLOGY, 


34 Clark St., CHICAGO. 
“LINK-BELT MACHINERY CO, 


Students received for instruction in all branches. 
FOUNDERS,” CHICAGO, U.S. A. 


FOUNDERS, 
DESIGNERS AND BUILDERS OF 


GRAIN ELEVATOR 


Machinery, including Grain Trippers, Belt 
Conveyors, Spouting, Car Pullers, Power 
Shovels, Wagon Dumps, Shafting, Pulleys 
Clutches, Gearing, Rope Sheaves, Link- 
Belting, Sprocket Wheels, etc. 




















BELT TRIPPER. 


CAMERON 


STEAM PUMP 


Simple, Reliable, Durable. 
**No Outside Valve Gear.’’ 
Adapted for All Purposes. 





For illustrated catalogue, address, 


tHE A. S. CAMERON 
STEAM PUMP WORKS, 








Foot of E. 23d St...... NEW YORK. 








